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BOARD  OF  FIRE  COMMISSIONERS  , 
JAMES  J.  LACY,  JR..  President 
GEORGE  HOFFERBERT.  Commissioner  "^Jl^fS^Z^  MARSHALL  BOONE,  Comt 

.   f  JOHN  J.  KILLEN,  CKiei  of  Fire  Dept. 

BALTIMORE  CITY<55m  FIRE  DEPARTMENT 


rOHN  T.  O'MAILEY,  Executive  Secretary 


GAY  AND  LEXINGTON  STREETS 


BALTIMORE  t,  MARYLAND 

December  31,  1961 


To  the  Honorable 

The  Mayor  and  City  Council  of  Baltimore 
Gentlemen: 

This  Annual  Report  covers  in  concise  form  a  general 
statistical  record  of  the  highlight  accomplishments  and  develop- 
ments of  the  Baltimore  City  Fire  Department  during  I96I. 

Major  improvements  in  departmental  facilities  during 
the  year  include  the  conpletion  of  a  newly  constructed  firehouse 
in  the  Brooklyn  area.    Two  other  firehouses,  one  totally  new  and 
the  other  extensively  remodeled,  in  the  Highlandtown  area,  are 
very  near  completion  at  this  writingo 

An  80  ft.  SNORKEL  (described  on  page  2)  was  added  to  the 
fire  fighting  fleet.    Two  1000  GPM  pumpers;    two  100  ft.  aerial 
ladder  trucks,  ard  two  ambulances  were  acquired  as  replacement  units. 

Survey  teams  of  the  National  Board  of  Fire  Underwriters 
made  a  very  detailed  study  of  Baltimore's  fire  defenses  from  April 
24th  to  July  15th  inclusive.    As  of  this  writing  no  report  of  the 
National  Board's  findings  has  been  received. 

In  submitting  this  report  the  Board  of  Fire  Commissioners 
wishes  to  commend  thie  valiant  men  of  the  Baltimore  City  Fire  Depart- 
ment for  the  courage,  resourcefulness  and  devotion  to  duty  they  have 
displayed  during  the  years.    We  also  acknowledge  with  grateful  appre- 
ciation the  outstanding  cooperation  received  fron  the  City  Adminis- 
trative Officials;    the  many  Departments  of  the  City,  the  Press,  Radio, 
T-V,  Civic  and  other  Organizations,  notably  the  Box  414  Association, 
Pompier  Club  and  S.H.C.  Association,  vho  greatly  assisted  the  Fire 
Department  with  their  generous  support  throughout  the  years. 

Respectfully  submitted 
BOARD  OF  FIRE  COMMISSIONERS 

James  J.  Lacy,  Jr  President 
George  Hofferbert  Commissioner 
J.  Marshall  Boone  Commissioner 
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SNORKEL 

Officially  known  by  the  Fire  Department  as  "Water  Tower  No.  1," 
but  more  popularly  referred  to  as  the  "SNORKEL," — this  revolutionary 
piece  of  fire  fighting  and  rescue  equipment  consists  mainly  of  two  40 
ft.  metal  booms  with  an  enclosed  platform  (basket),  mounted  on  a  truck 
chassis.  These  booms  are  capable  of  rotating  a  full  360  degrees  and 
raising  the  basket  with  fire  fighting  teams  to  a  height  of  80  feet  from 
the  ground  level.  A  4-inch  water  line  is  a  permanent  part  of  the  boom 
to  supply  water  to  the  1000  GPM  deluge  pipe  mounted  in  the  basket. 
A  two-way  microphone-loud  speaker  system  provides  excellent  means 
of  communication  for  the  ground  forces  and  those  in  the  basket.  The  re- 
markable unique  construction  of  the  SNORKEL  has  provided  the  Fire 
Department  with  another  valuable  dimension  for  eff'ecting  rescues  and 
fighting  fires  in  areas  difficult  to  reach  by  ladders  or  by  other  conven- 
tional means. 

Rescues  are  especially  difficult  when  the  victims  are  located  on  the 
upper  floors  with  their  means  of  egress  cut  off'  by  fire  or  smoke  and 
this  is  an  even  more  difficult  situation  during  freezing  weather  condi- 
tions. The  SNORKEL  is  able  to  handle  these  problems  with  relative 
ease.  With  the  SNORKEL  there  is  little  risk  of  slipping  on  ice  or  chance 
of  having  the  victim  slip  from  the  fire  fighter's  grasp  such  as  could 
happen  while  descending  ladders  during  icy  conditions. 

The  1000  GPM  deluge  pipe  in  the  SNORKEL'S  basket  can  direct 
streams  of  water  from  virtually  any  angle  including  straight  down  on 
the  fire,  which  is  not  possible  with  conventional  fire  fighting  equipment. 

At  present  there  is  only  one  SNORKEL  in  service;  however  it  is 
planned  to  acquire  at  least  one  more  unit  of  this  kind  in  the  not  too 
distant  future.  /   ■■.    .y  , 
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FIRE  LOSS 

1961    $5,202,750.00 

1960    4,490,936.66 

1959    5,480,213.08 

1958    4,463,212.81 

1957    4,928,271.98 


MULTIPLE  ALARMS  OF  FIRE  1961 


NO.  OF 
ALARMS 


NO.  OF 
ALARMS 


1 

Two 

1390  W.  Belvedere  Ave. 

Madeline  O'Connell 

9 

Four 

115  N.  Eutaw  St. 

Joseph  Bernstein 

18 

Eight 

636-40  W.  Pratt  St. 

Stewart  &  Co. 

20 

Four 

104-118  Albemarle  St. 

James  Guarins  Warehouse 

24 

Five 

1550  Pennsylvania  Ave. 

The  Avenue  Musical  Bar 

27 

Two 

4012  Cleat  Court 

William  Glass 

27 

Four 

Holobird  Ave.  &  Lehigh  St. 

Pennsylvania  Railroad 

29 

Two 

3115  Eastern  Ave. 

Patterson  Park  Baptist  Church 

29 

Eight 

1901  Washington  Blvd. 

Washington  Lumber  Co. 

FEBRUARY 

1 

Five 

601-05  W.  Lombard  St. 

University  Hospital 

6 

Two 

405  W.  Monument  St. 

Tilghman  Marden 

6 

Two 

617  S.  Smallwood  St. 

Chittum-Kidd  Co.,  Inc. 

9 

Three 

548  Baker  St. 

James  Anderson 

10 

Three 

138  W.  Barney  St. 

Volunteers  of  America 

10 

Six 

1207-17  Maryland  Ave. 

General  Pontiac  Co. 

22 

Two 

933  Brooks  Lane 

Samuel  Levine 

22 

Two 

17  W.  York  St. 

Unoccupied 

25 

Six 

1500  Bush  St. 

Wm.  T.  Burnett  Co.,  Inc. 

MARCH 

3 

Six 

106  S.  Charles  St. 

Henry  D.  Mentzel  Co.,  Inc. 

3 

Five 

1907  S.  Quail  St. 

Anchor  Motor  Freight,  Inc. 

13 

Two 

1700  Northern  Pkwy. 

Acme  Food  Market 

APRIL 

2 

Two 

2742  N.  Charles  St. 

E.  V.  &  M.  Brown 

2 

Three 

820  N.  Stockton  St. 

John  K.  Eoreckson  Co.,  Inc. 

7 

Five 

1045-47  Light  St. 

Four  Besche  Brothers 

17 

Two 

405  E.  Heaver  St. 

Public  Realty  Co. 

22 

Two 

3717  S.  Hanover  St. 

Brooklyn  Hardware  Co. 

MAY 

12 

Two 

Cook]  Lone  at  St.  Agnes  Lon 

a  Unoccupied 

JUNE 

5 

Eight 

2001  St.  Paul  St. 

St.  Michaels-All  Angels  Church 

10 

Two 

841  E.  Fort  Ave. 

Buck  Glass  Co. 

19 

Two 

End  of  Hawkins  Point  Rd. 

Mayor  &  City  Council 

24 

Two 

1217  Pennsylvania  Ave. 

Mayor  &  City  Council 

JULY 

6 

Four 

Hoffman  &  Eden  Sts. 

New  Antioch  Baptist  Ch 

12 

Five 

100-116  E.  Ostend  St. 

Pilgrim  Laundry 

21 

Two 

5300  bik.  Boston  St.  Cutoff 

Humble  Oil  Co. 

24 

Two 

2155-57-59-61  S.  Clinton  St. 

Stephen  Savage 

28 

Two 

417  E.  21st  St. 

Hezekiah  Clark 

AUGUST 

5 

Two 

1601  Linden  Ave. 

Sidney  Hirsch 

SEPTEMBER 

10 

Two 

2020  W.  Mosher  St. 

Weyerhaeuser  Co. 

12 

Two 

1260  Covington  St. 

Maryland  Ship  Ceiling  i 

23 

Three 

Newgate  &  Newkirk  St. 

Greek  Ore  Freighter  S.S. 

OCTOBER 

1 

Two 

1111-15  Aisquith  St. 

Virginia  Donut  Co. 

3 

Two 

926-28  W.  Baltimore  St. 

New  Gold  Bottling  Co. 

5 

Two 

2008  Ontario  Ave. 

Broun  Rendering  Co.,  Ini 

18 

Two 

2304  Pennsylvania  Ave. 

Pariser  Bakery 

24 

Two 

1500  S.  Ponco  St. 

The  Ruberoid  Co. 

31 

Two 

4714  Falls  Road 

Elizabeth  Wyott 

31 

Two 

6200  Reisterstown  Rd. 

Sclvatore  Incaprera 

NOVEMBER 

2 

Two 

3902  E.  Lombard  St. 

Manganese  Chemical  Co 

11 

Four 

3102  W.  Cold  Spring  Lane 

7-11  Incorporated 

17 

Four 

Foot  of  Childs  St. 

Atlantic  Terminals,  Inc. 

17 

Two 

1605  W.  Saratoga  St. 

Star  Products  Co. 

23 

Three 

1310  Chesapeake  Ave. 

Coastal  Trailer  Corp. 

DECEMBER 

4 

Five 

1001   Hanover  St. 

Rossiter  Restaurant 

13 

Five 

1242  E.  Lafayette  Ave. 

Bolto.  Printing  Ink,  Inc. 

20 

Two 

Baltimore  &  Hanover  Sts. 

Lord  Baltimore  Hotel 

24 

Two 

540  Beaumont  Ave. 

Sevillo  Meyers 

24 

Three 

2418  N.  Charles  St. 

Dawns  Office  Supply 

25 

Two 

2130  Bolton  St. 

Edward  Shevold 

25 

Eight 

208-10  S.  Charles  St. 

Lonasa  Fruit  Co. 

26 

Two 

1  1  S.  Broadway 

Leona  Boss 

29 

Two 

145-149  N.  Wolfe  St. 

Leonard  Gerber 

REPAIR  SHOP 


COMMUNICATIONS 

?9<i?        J960  J959 

Box  Alarms — Actual  Emergencies.  3385  2948  2800 

False  Box  Alarms   2132  1509  1102 

Silent  'Telephone)  Alarms — 

Actual  Emergencies    10216  10783  10237 

False  Silent  Alarms   735  641  617 

Special  Alorms   64  88  90 

Total  Alarms  Dispatched   16532      15969  14846 

Ambulance  Calls    32638      32596  30842 

Total  Alarms  &  Ambulance  Calls.     49170      48565  45688 

In  an  effort  to  reduce  the  False  Alarm  menace  the 
Administrative  Heads  of  all  schools  in  Baltimore  City 
have  been  teaching  of  the  dangers  associated  with  the 
evil  False  Alarm  practice.  Also,  the  Fire  Department 
has  administered  an  application  of  Detection  Paste  to 
all  Fire  Alarm  Boxes.  This  action  should  assist  in 
apprehending  and  prosecuting  False  Alarm  violators. 


In  addition  to  performing  all  regularly  required  main- 
tenance and  repairs  to  Fire  Department  vehicles,  Fireboats 
and  the  High  Pressure  System,  the  emergency  crews  of 
the  Repair  Shop  are  always  on  duty  every  day  and  night 
throughout  the  year  to  respond  to  wherever  needed  to  keep 
all  fire  fighting  and  ambulance  equipment  in  good  operating 
condition. 

The  emergency  crew  on  duty  and  either  the  Superinten- 
dent of  Maintenance  or  his  Assistant  respond  to  all  multi- 
ple alarms  of  tire  to  keep  close  check  on  the  performance 
of  the  pumpers  and  aerial  ladders  in  service.  This  system 
has  proven  to  be  of  great  value  by  the  extremely  low  rate 
of  breakdowns  that  have  occurred  while  this  vital  equip- 
ment has  been  actively  engaged  in  fire  fighting  operations. 


HIGH  PRESSURE 
PUMPING  STATION  OPERATIONS 


Pumps  in  Service 
Alarms  of  Fire 
1st  Alarm 
2nd  Alarm 
3rd  Alarm 
4th  Alarm 
5th  Alarm 
6th  Alarm 


J96I 

1960 

J959 

502/3 

421/2 

37 

150 

106 

113 

3 

1 

3 

1 

3 
2 

3 

2 

1 
1 

157 

114 

118 

TRAIXIXG 

The  fire  fighter  basic  training  program  has  for  several 
years  been  acclaimed  as  perhaps  the  most  comprehensive 
of  its  kind  in  the  Nation.  During  the  year  1961  this  basic 
course  was  extended  from  eight  to  ten  weeks  in  order  to 
provide  new  fire  fighters  with  more  detailed  knowledge  of 
arson  detection  techniques,  fire  prevention  and  radiological 
monitoring.  This  additional  training  will  enable  the  fire 
fighters  to  recognize  and  report  the  existence  of  situations 
of  great  importance  to  the  fire  service. 
Refresher  training  in  fire  fighting  techniques,  driving, 
aerial  ladder  and  pumper  operations  are  but  a  few  of  the 
many  activities  conducted  at  the  Fire  School  throughout 
each  year  in  which  all  members  of  the  Fire  Department 
participate.  In  addition  to  this,  all  officers  also  attend  the 
following  four  training  sessions: 

1 .  "Administration  and  Discipline"  by  Mr.  Robert 
C.  Byrus,  Director.  Fire  Service  Extension. 
University  of  Maryland. 

2.  "Radiation  Problems"  by  Dr.  Joseph  D'Antonio. 
Department  Physician,  and  Chief  of  Medicine  at 
Church  Home  &  Hospital. 

3.  "Chemistry  as  Applied  to  Fire  Service"  by 
Mr.  Dana  Davis,  Chief  Engineer.  Food  Machinery 
&  Chemical  Corporation,  Fairfield,  Maryland. 

4.  "Fire  Department  Hydraulics"  and  "In-Service 
and  Fire  Prevention  Inspections"  presented  by 
Fire  Department  Instructors. 


AMBULANCE  SERVICE 


STATISTICS  ,9^, 

Accidents  (Street,  Home,  Work)   8,981 

Sick  (Street,  Home,  Work)   9,103 

Elective  in-potients    4,907 

Clinic  Cases    5,693 

Maternity  Cases    409 

Premature  Baby  Cases   16 

Ambulance  not  required   3,556 

Total    32,665 


INFIRMARY 

J96J 

Illness   1,547 

Treatments  for  Illness   4,046 

Days  Lost  for  Illness   10,472 

Injuries   723 

Treatments  for  Injuries   2,514 

Days  Lost  for  Injuries   6,309 

Average  Days  Lost 

per  man  per  year   7.8 

Deaths — 

Line  of  Duty   2 

Other  than  Line  of  Duty   4 

Minor  Operations 

performed  at  Infirmary   56 


1960 

1,622 
4,325 
9,848 
644 
2,251 
4,958 

7.1 


J  960 

10,069 
12,117 
3,806 
3,214 
788 
39 
2,563 


1959 

1,357 
3,342 
8,509 
503 
1,590 
3,531 


5.8 
7 

104 


The  Baltimore  City  Fire  Depart- 
ment won  "first  honors"  in  the 
National  Inter-Chamber  Fire  Safety 
Contest  conducted  annually  by  the 
United  States  Chamber  of  Com- 
merce. 

In  this  competition,  Baltimore 
City  competed  with  other  cities  of 
more  than  500,000  population.  The 
cities  in  competition  were  judged 
by  National  Fire  Prevention  experts 
on  the  relative  fire  loss  records  for 
the  year  as  compared  with  the  pre- 
ceding five  years. 

Winning  "first  honors"  in  this 
particular  contest  is  regarded  as  a 
highly  coveted  achievement  and 
certainly  reflects  credit  on  the 
Baltimore  City  Fire  Department's 
Fire  Prevention  Program. 


INSPECTIONS 
64,000 
62,000 
60,000 
58,000 
56,000 
54,000 
52,000 
50,000 
48,000 
46,000 
44,000 
42,000 
40,000 
38,000 
36,000 
34,000 
32,000 
30,000 
28,000 
26,000 
24,000 
22,000 
20,000 
18,000 
16,000 
14,000 
12,000 
10,000 

8,000 

6,000 

4,000 

2,000 
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1952 


1953 


1954 


1959 


1961 


U.  S.  Chamber  of  Commerce  President  Arthur  Motley  (I.)  pr«  |,|( 


elds 


National  Fire  Safety  award  won  by  the  Baltimore  City  Fire  Depar( 
to  Chief  John  J.  Killen.  Looking  on  at  the  ceremony  held  in  Washinj  dun 
D.  C,  are  Mr.  James  J.  Lacy,  Jr.,  President,  Board  of  Fire  Commissio 
(second  from  left)  and  Mr.  Clark  S.  Hobbs,  Director  of  the  Associt 
of  Commerce. 


COMPANY  IN-SERVICE  INSPECTIONS 


196/  J960 

Total  inspections                                      18,174  17,313 

Refusals  of  entry                                             87  94 

Fire  Prevention  Activities:  196? 

Day  Inspections    43,215 

Night  Inspections    10,782 

Total  Fire  Prevention  Inspections   53,997 

Fire  Prevention  Code  violation  notices  investigated.  6,304 

Building  Code  violation  notices  investigated   411 

Hospitals  and  Convalescent  Homes  inspected   355 

Nurseries  and  Foster  Homes  inspected   195 

Applications  investigated 

Gasoline  Installations   133 

Change  of  Occupancy   581 

Fire  Department  Permits  Issued 

To  Decorate    689 

To  Burn  for  Salvage   63 

To  Store  or  Handle  Flammable  Liquids   374 

Small  Arms  Ammunition   24 

Calcium  Carbide    6 


ALL  INSPECTIONS 


NIGHT  INSPECTIONS 


FIRE  i:^VESTIGATION 


INVESTIGATION  OF  FIRES 

?96J  I960 

Number  of  Fires  Investigated                 3,633  3,637 

of  Suspicious  Origin                                285  268 

ber  of  Arrests  for  Arson                               48  42 

ber  of  Convictions  for  Arson                        35  28 

'icted  of  Juvenile  Delinquency                       57  51 

Jren  under  8  years  of  age  charged  with 

alicious  Mischief  for  causing  Fires                 353  436 


J  959 

3,507 
264 
25 
15 
51 

428 


FIRE  CASUALTIES 

?96I 


hs  Caused  by  Fires, 
es  Caused  by  Fires. 


59 
253 


48 
219 


CAUSES  OF  FATAL  FIRES 

1967  I960 

Stove    2  3 

Stove    2  2 

iene  Stove    2  4 

ric  Stove  and/or  wiring   2  — 

sene  Lamp    1  — 

ric  Heating  Pad   —  — 

less  Smoking    15  12 

Jren  Ploying  with  Matches   9  5 

bricks  in  Newspaper   —  — 

rocution    —  1 

de   —  — 

sion    —  — 

Fully  Ascertained   15  8 

h  at  Fire  by  Natural  Causes   —  1 

idiory    2  5 

ion  of  Flammable  Vapors   2  1 

Heater    2  2 

irol  Gas  Explosion   —  2 

ling  in  Contact  with  Light  Bulb   —  1 

ured  Oxygen  Valve   —  1 

ring  Apparel  Against  Electric  Heater.  .  3  — 

icious    2  — 


CLASSES  OF  BUILDINGS  WHERE 
DEATHS  OCCURRED 


llings   

iple  Dwellings  . 
rtment  Houses  . 

aurant   

n  Yard  

>rcycle  

'ery   

er   

It  Club  

Highway  .  .  . 
Cleaning  Plant. 
>nic  Hospital  .  . 
ing  Home  .  .  .  . 
age  Yard   


43 
250 


1959 

3 
3 
2 

1 
1 

16 
5 
1 
1 
1 
1 
2 
5 


I96I 

I960 

7959 

44 

8 
1 

34 
8 

27 
10 
1 

1 

1 
2 

2 

FIRES 
17,000 
16,000 
15,000 
14,000 
13,000 
12,000 
11,000 
10,000 
9,000 
8,000 
7,000 
6,000 
5,000 
4,000 
3,000 
2,000 
1,000 
0 


BUILDING  FIRES 


1952  1953  1954  1955  1956  1957  1958  1959  1960  196 


LOSS 
10,000,000 
9,500,000 
9,000,000 
8,500,000 
8,000,000 
7,500,000 
7,000,000 
6,500,000 
6,000,000 
5,500,000 
5,000,000 
4,500,000 
4,000,000 
3,500,000 
3,000,000 
2,500,000 
2,000,000 
1,500,000 
1,000,000 
500,000 
0 


1960 


FIRE 
DEPARTMENT 
SERVICE 

1961 


COMPANY 

ALARMS  RESPONSE 

SILENTS 

SPECIALS 

TRANSFERS 

TOTAL  NO 
OF  RUNS 

TIME  AWAY 
FROM  QUARTERS 

1 

2 

3 

4 

5 

6 

HOURS 

MINUTE 

Engine 

1 

64 

56 

167 

] 

288 

229 



39 

F 

Engine 

2 

224 

6 

3 

2 

3 

1 24 

9 

371 

297 

18 

Engine 

3 

212 

1 

2 

221 

] 

2 

436 

260 

17 

Engine 

4 

230 

1 

244 

] 

1 8 

494 

334 

48 

Engine 

5 

261 

3 

2 

3 

3 

1 

1 37 

5 

41 5 

219 

55 

Engine 

6 

617 

6 

4 

4 

4 

2 

1 93 

] 

831 

420 

48 

Engine 

7 

503 

9 

1 

4 

2 

250 

]  ] 

780 

480 

3 

Engine 

8 

602 

6 

2 

7 

4 

310 

5 

936 

475 

47 

Engine 

9 

673 

3 

6 

3 

1 

272 

3 

961 

422 

5 

Engine 

10 

107 

1 

47 

1 55 

143 

20 

Engine 

11 

199 

6 

1 

3 

80 

2 

2 

293 

193 

20 

Engine 

12 

169 

6 

2 

3 

1 

1 63 

] 

] 

345 

233 

50 

Engine 

13 

772 

6 

2 

3 

1 

1 

278 

1063 

460 

53 

Engine 

14 

427 

3 

2 

1 

1 

367 

] 

802 

442 

18 

Engine 

15 

284 

7 

7 

2 

2 

83 

385 

312 

45 

Engine 

16 

69 

1 4 

2 

84 

67 

21 

_ 

Engine 

17 

54 

3 

3 

1 

2 

2 

1 

1 52 

155 

1 

CO 

Engine 

18 

439 

3 

3 

1 

2 

2 

269 

719 

416 

29 

Engine 

19 

674 

2 

1 

2 

41 5 

1 

1101 

400 

21 

Engine 

20 

347 

3 

1 

1 

759 

370 

52 

v(k 

Engine 

21 

144 

2 

2 

1 98 

]  7 

363 

297 

27 

lek 

Engine 

22 

241 

1 

85 

336 

247 

53 

id 

Engine 

23 

338 

5 

2 

4 

1 

213 

21 

vd 

Engine 

24 

367 

6 

2 

1 

1 

230 

1 

607 

271 

38 

«d 

Engine 

25 

612 

6 

2 

1 

1 

2 

392 

1 1 

1 Q27 

578 

9 

ud 

Engine 

26 

365 

6 

3 

2 

4 

5 

82 

3 

352 

59 

ifd 

Engine 

27 

265 

5 

3 

3 

1 

367 

242 

28 

.d 

Engine 

28 

461 

4 

5 

4 

1 

263 

1 

738 

491 

19 

id 

Engine 

29 

21 1 

5 

2 

1 

241 

460 

266 

14 

III! 

Engine 

30 

302 

2 

1 

4 

4 

2 

546 

273 

28 

id 

Engine 

31 

327 

3 

1 

2 

295 

2 

632 

275 

55 

id 

Engine 

32 

348 

9 

6 

3 

1 

1 

1 50 

2 

520 

312 

33 

fid 

Engine 

33 

367 

7 

1 

1 

552 

236 

39 

'id 

Engine 

34 

321 

2 

5 

5 

2 

2 

1 89 

~~ 

2 

526 

264 

41 

iwl 

Engine 

35 

271 

1 60 

432 

214 

34 

m\ 

Engine 

36 

590 

5 

2 

4 

1 

815 

369 

47 

lid 

Engine 

37 

261 

5 

4 

2 

1 

131 

I 

405 

320 

33 

«t 

Engine 

38 

549 

8 

6 

4 

1 

262 

2 

830 

414 

23 

rid 

Engine 

39 

34 

1 

-1 

38 

29 

51 

Engine 

40 

282 

2 

1 30 

1 

41 4 

114 

25 

nd 

Engine 

41 

347 

1 

248 

5 

596 

343 

7 

id 

226 

121 

350 

225 

16 

id 

Engine 

43 

135 

1 56 

292 

170 

36 

lod 

Engine 

44 

154 

2 

1 

1 07 

2 

3 

189 

53 

Engine 

45 

99 

1 

159 

3 

262 

237 

3 

ii 

Engine 

46 

259 

1 

348 

4 

608 

232 

33 

Id 

Engine 

47 

190 

2 

1 

2 

99 

2 

296 

186 

50 

^d 

Engine 

48 

10 

1 

9 

2 

6 

28 

49 

25 

ii 

Engine 

49 

34 

1 

8 

3 

46 

62 

33 

Id 

Engine 

50 

168 

195 

363 

227 

40 

Engine 

51 

336 

7 

296 

2 

639 

298 

32 

Engine 

52 

354 

5 

1 

1 

225 

1 

587 

329 

17 

k 

Engine 

53 

151 

1 

1 

179 

332 

196 

5 

k 

Engine 

54 

156 

133 

4 

15 

308 

178 

10 

\ 

Engine 

55 

260 

2 

5 

3 

94 

4 

368 

331 

2 

Engine 

56 

164 

152 

2 

318 

134 

43 

Engine 

57 

93 

98 

191 

174 

42 

Engine 

58 

317 

4 

3 

1 

3 

279 

607 

471 

53 

li  FIRST  10  ENGINE  COMPANIES— SERVICE 


1 — Engine 

19 

1101 

2 — Engine 

13 

1063 

3 — Engine 

25 

1027 

4 — Engine 

9 

961 

5 — Engine 

8 

936 

6 — Engine 

6 

831 

7 — Engine 

38 

830 

8 — Engine 

36 

815 

9 — Engine 

14 

802 

10 — Engine 

7 

780 

FIRST  10  TRUCK  COMPANIES— SERVICE 


1— Truck 

10 

817 

2— Truck 

4 

751 

3— Truck 

11 

751 

4— Truck 

5 

674 

5_Truck 

13 

546 

6 — Truck 

15 

541 

7— Truck 

2 

528 

8 — Truck 

18 

485 

9 — Truck 

3 

480 

10— Truck 

1 

478 

MUNICIPAL  AMBULANCE  SERVICE 
1961 


Ambulance  Number 
No.  Location  of  Calls 

1  Engine  23    3,525 

2  Engine  11    3,803 

3  Engine  19    4,293 

4  Engine  13    4,207 

5  Engine  26    2,822 

6  Truck  14    2,159 

7*  Truck  1    2,172 

8  Engine  20    2,562 

9  Engine  10    1,213 

10  Engine  50    1,739 

11  Engine  21    2,281 

12  Engine  30    1,889 

32,665 

Mobile  Hospital  Unit**   65 

*  Used  primarily  fo  handle  indigent  liffer  cases  for 
the  Health  &  Welfare  Department,  during  day- 
light hours. 

**  Responds  to  additional  alarms  of  fire  and  "Emer- 
gency Squad  Doctor"  calls. 


ALARMS  RESPONSE 


364 

341 
260 
552 
413 
213 
166 
270 

91 
448 
386 
128 
298 

95 
314 
260 

76 
281 

40 
169 
242 
111 
245 
136 

58 
192 

50 

47 
124 

66 

65 
107 
407 
141 
104 

36 
161 
107 
179 


100 
179 
201 
192 
252 
153 
138 
134 

62 
342 
361 
118 
241 

73 
220 
132 

55 
177 

28 
113 

81 
161 
116 
160 

48 
148 

89 

26 
121 

49 
3 

205 
4 


478 
528 
480 
751 
674 
382 
332 
412 
159 
817 
751 
258 
546 
171 
541 
404 
152 
485 

72 
285 
324 
277 
384 
298 
111 
341 
141 

73 
248 
120 

79 
108 
632 
146 
104 

37 
182 
132 
202 


298 
309 
273 
405 
323 
269 
250 
194 
95 
423 
366 
107 
369 
81 
236 
280 
167 
236 
62 
190 
130 
129 
305 
132 
73 
133 
78 
111 
117 
89 
53 
46 
323 
80 
47 
35 
87 
146 
179 


PROMOTIONS  — 1961 

To  Rank  of 
BATTALION  CHIEF 

CHARLES  E.  KAUFFMAN 
FRANCIS  E.  ECKHARDT 
MARTIN  C.  McMAHON 
(Ambulance  &  First  Aid) 

CAPTAINS 

STANLEY  C.  BOCHENEK 
WALTER  A.  SMITH 
JOHN  H.  ZWANZGER 

JOSEPH  A.  McLaughlin 

BRAYDEN  P.  O  MAILEY 
PAUL  W.  MANAGER 
JAMES  L.  McLHINNEY 
(Ambulance  &  First  Aid) 
CLIFFORD  W.  INGE 


rENAI 


LIEUTENANTS 

FREDERICK  L.  RIEDEL 
FRED  R.  SCHWARTZ,  JR. 
HOWARD  L.  ROSEWAG 
JOHN  C.  KEHS 
LEONARD  J.  HAYWOOD,  JR. 
THOMAS  M.  SMALL,  JR. 
JOHN  E.  MILLER 
OLIVER  L.  BOWEN 
BERNARD  V.  KRATZMEIER 
(Department  Infirmary) 
HARRY  E.  CONNOR,  JR. 
RICHARD  A.  DREXEL 
STANLEY  C.  BALEWSKl 

PUMP  OPERATORS 

CHARLES  W.  HAWSE 
CARL  V.  REEDY 
CHARLES  L.  EID 


ISTANT  ENGINEERS— PUMPING  STATION 

CHARLES  F.  WHEAT 
JAMES  J.  TWOMEY 


ASSISTANT  MOTOR  MARINE  ENGINEER 

RUSSELL  E.  SMITH 

CHIEF  FIRE  ALARM  OPERATOR 

STANLEY  O.  CROCKETT 


FIRE  ALARM  OPERATOR 

LEO  W.  BARCZAK 
CHARLES  W.  HOPPERT,  SR. 
JOHN  F.  SIMON 
JOSEPH  V.  GRIFFIN 

LINEMEN  FOREMEN 

CHARLES  W.  SCHORR 
CHARLES  J.  KRAUS 
MICHAEL  H.  OGIER 


INSTRUMENT  MECHANI 

LESLIE  E.  KELLER 
JAMES  PAUSCH 


ASSISTANT  LINEMEN 

JOSEPH  E.  MEGEE 
PETER  J.  SAWECKI 
ROBERT  A.  MILLER 


COMMENDATIONS  —  1967 


MERITORIOUS  CONDUCT 

Fire  Fighter  Hermann  M.  Allendorf  Engine  39 

Fire  Fighter  Daniel  Long  Engine  48 

Fire  Fighter  Robert  T.  Baughman  Engine  49 

EXEMPLARY  CONDUCT 

Fire  Fighter  Ralph  A.  Moore  Engine  36 

*Fire  Fighter  Bernard  S.  Scott  Engine  31 

Lieutenant  Raymond  L.  Witt  Fire  Prevention 

Fire  Fighter  Charles  R.  Westervalt  Truck  7 

Fire  Fighter  Charles  E.  Canavan  Truck  7 

Pump  Oper.\tor  H.\rry  W.  Schaub  Engine  38 

Fire  Fighter  Ernest  O.  Trimper  Ambulance  2 

Fire  Fighter  William  M.  Stewart  Engine  11 

Battalion  Chief  John  S.  Knoerlein  Fire  Investigation 

Lieutenant  John  V.  Magruther  Fire  Investigation 

Fire  Fighter  Raymond  F.  Trumpe  Hose  1 

Fire  Fighter  Henry  J.  Fiedler  Hose  1 

Fire  Fighter  Morris  L.  Whitehe.ad  Engine  3 1 

Fire  Fighter  John  T.  Piller  Engine  7 

Fire  Fighter  Joseph  W.  Dembeck  Engine  7 

Lieutenant  Ellwood  L.  Fletcher  Water  Tower  1 

Fire  Fighter  William  N.  IC^lbskopf  Truck  2 

Fire  Fighter  Theodore  E.  Pritchett  Truck  18 

Fire  Fighter  Miles  Coffey.  Jr  Engine  19 

Fire  Fighter  Joseph  M.  Ziegler,  Jr  Engine  19 

Lieutenant  Joseph  A.  Spadaro  Engine  20 

Fire  Fighter  Bernard  G.  Brown  Ambulance  3 

Lieutenant  William  Fremd  Engine  35 

Fire  Fighter  Morris  E.  Hunt  Truck  6 

Fire  Fighter  C.\rl  C.  Kammer  Truck  6 

Fire  Fighter  James  W.  Cotton  Engine  9 

Fire  Fighter  Oscar  S.  Ziegler  Engine  28 

Fire  Fighter  Howard  O.  Oden,  Jr  Truck  16 

Fire  Fighter  William  E.  McMahon  Engine  6 


*  Two  Commendations 

RETIREMENTS  — 1961 


FIRE  FIGHTER  LEO  J.  FRITSCH  Engine  41 

FIRE  FIGHTER  ANDREW  H.  BENNETT  Engine  12 

FIRE  FIGHTER  HARRY  J.  DOVE  Pumping  Station 

FIRE  FIGHTER  GORDON  J.  HANSEL  Engine  47 

FIRE  FIGHTER  KENNETH  B.  FLECK  Truck  17 

FIRE  FIGHTER  ELMER  B.  SAUERHOFF  Engine  26 

FIRE  FIGHTER  STEVE  M.  PUPEK  Engine  41 

CAPTAIN  CHARLES  DAUGHTREY  Truck  18 

FIRE  FIGHTER  ARTHUR  J.  VAUGHAN,  JR  Truck  30 

FIRE  FIGHTER  FRANCIS  S.  FORD  Engine  46 

LIEUTENANT  CHARLES  J.  SCHULTZ  Engine  17 

FIRE  FIGHTER  FREDERICK  J.  WAGNER  Engine  11 

FIRE  FIGHTER  KENNETH  R.  DENNIS  Truck  13 

8  ASST.  ENGINEER  WALTER  R.  SHEPPARO  Pumping  Station 


FIRE  FIGHTER  THOMAS  C.  LIDARD,  JR  Engine  19 

LIEUTENANT  WILLIAM  J.  NAGLE  Truck  13 

FIRE  FIGHTER  DAVID  T.  HARE  Chemical  2 

F.  A.  TELEPHONE  OPERATOR  JOSEPH  J.  SCHUCH .  .   Fire  Alarm 

FIRE  FIGHTER  ALBERT  M.  WOLFF  Hose  2 

FIRE  FIGHTER  JOHN  C.  KRAUSE  Engine  45 

FIRE  FIGHTER  JOHN  C.  DEBELIUS  Truck  20 

FIRE  FIGHTER  EDWARD  GRAHE,  JR  Engine  2 

FIRE  FIGHTER  WILLIAM  P.  MOON  Truck  18 

FIRE  FIGHTER  GARLAND  ROESLER  Truck  13 

FIRE  FIGHTER  HARRY  A.  BURKE  Engine  23 

FIRE  FIGHTER  CALHOUN  E.  CARTER  Engine  47 

FIRE  FIGHTER  JACK  E.  COWART  Engine  23 


DO  MOT  CIRCULA  lli 


Baltimore 

titv 

Jfire 

department 


Dear  God  who,  in  Thy  providence  didst  appoint  Thy 
servants  to  protect  life  and  property  from  the  dangers 
and  ravages  of  fire,  we  pray  Thee  to  guide  and  guard 
with  especial  care  of  our  stalwart,  heroic,  untiring  sons 
in  their  |>erilous  self-sacrificing  labors. 

We  beseech  Thee,  dear  God  to  grant  to  them  and  to 
their  loved  and  loving  families,  the  rewards  of  abun- 
dant blessings  on  earth,  and  in  the  life-to-come  eternal 
salvation  through  Christ  our  Lord,  Amen. 

Francis  Cardinal  Spellman 


ACTIVE  MEMBERS  DECEASED  —  1961 


Battalion  Chief  Oscar  C.  Jensen  .  . 
Captain  Oscar  C.  Fleischmann  .  . .  , 
Fire  Fighter  Melvin  R.  Myers.  .  .  . 
Fire  Fighter  James  M.  Gallagher. 
Fire  Fighter  Rodger  J.  Mitchell.  . 


 B.  C.  12  March  29 

 Truck  15  May  9 

 Engine  52  June  30 

 Truck  14  July  15 

 Engine  12  July  20 

Pump  Operator  Walter  E.  Zimmerman  Engine  28  August  18 

Fire  Fighter  Anton  Patek  Hose  1  October  1 1 


PENSIONED  MEMBERS  DECEASED  —  1961 


Fire  Fighter  Charles  F.  Miller  Engine  54  January  9 

Marine  Engineer  Charles  Stiegler  Engine  48  January  15 

Fire  Fighter  Lawrence  G.  Lee  Repair  Shop  January  18 

Fire  Fighter  Robert  R.  Morgan  Engine  21  January  27 

Fire  Fighter  Richard  A.  Sutch  Truck  10  February  5 

Fire  Fighter  John  J.  Cunningham  Engine  58  February  11 

Captain  George  L.  Dorsey  Engine  8  February  12 

Fire  Fighter  Henry  J.  Eser  Truck  5  February  23 

Fire  Fighter  Albert  Urlahs  Truck  3  April  3 

Fire  Fighter  William  J.  BoGDAN  Engine  24  April  6 

Fire  Fighter  John  H.  Amer  Hose  4  April  28 

Fire  Fighter  Henry  G.  Condon  Engine  47  May  3 

Fire  Fighter  William  L.  Rollison  Engine  33  June  7 

Captain  Robert  C.  Betz  Hose  3  June  10 

Captain  David  F.  Laumaster  Engine  35  June  11 

Fire  Fighter  Atlee  K.  Latham  Engine  13  June  13 

Captain  Graham  A.  MacBurney  Engine  6  June  13 

Fire  Fighter  Vachel  D.  Smith  Engine  29  June  25 

Fire  Fighter  Vernon  A.  Cruse  Truck  6  July  6 

Fire  Fighter  Andrew  J.  Helper  Engine  27  July  15 

Fire  Fighter  Harvey  M.  Hunt  Hose  1  July  19 

Fire  Alarm  Operator  Henry  F.  Herrmann  Fire  Alarm  August  3 

Fire  Fighter  George  F.  Federline  Truck  7  October  13 

Pump  Operator  Henry  Cook,  Sr  Engine  53  October  23 

Pump  Operator  George  H.  Dippel  Engine  24  November  4 

Lieutenant  William  F.  Lowe  Engine  40  November  10 

Fire  Fighter  Claude  E.  Allender  Engine  52  November  10 

Fireman-Water  Tender  John  J.  Markiewicz.  .  .  .  Engine  39  November  19 

Fire  Fighter  Edgar  W.  Powley  Truck  12  .November  25 

Lieutenant  Henry  J.  Wess  Engine  53  December  9 


PRINTED  BY   MUNICIPAL  DUPLICATING 
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BOARD  OF  FIRE  COMMISSIONERS 

JAMES  J.  LACY,  JR.,  President 
GEORGE  HOFFERBERT.  Commissioner  J.  MARSHALL  BOONE.  Commissioner 

JOHN  J.  KILLEN.  Chief  of  Fire  Dept. 


OHN  T.  O'MAILEY.  Executive  Secretary 


BALTIMORE  CITY 


GAY  AND  LEXINGTON  STREETS 


FIRE  DEPARTMENT 


BALTIMORE  t,  MARYLAND 

December  31,  1962 


To  the  Honorable, 

The  Mayor  and  City  Council  of  Baltimore. 
Gentlemen : 

The  Board  of  Fire  Commissioners  is  pleased  to  transmit  for 
your  consideration  the  Fire  Department's  Annual  Report  for  1962. 

During  the  year  we  have  accomplished  significant  progress  in 
the  Department's  Capital  Improvement  Program.     A  new  modern  one-story 
fire  house,  virtually  identical  to  the  new  house  completed  the  year 
before  in  the  Brooklyn  area,  was  built  at  Eastern  Avenue  and  Anglesea 
Street  to  replace  an  old  and  obsolete  structure  on  the  same  site. 
Another  very  old  fire  house  at  Conkling  Street  and  Eastern  Avenue  was 
extensively  remodeled  with  the  work  being  completed  during  1962. 
Substantial  progress  is  reported  on  three  other  fire  houses  presently 
under  construction  in  other  parts  of  the  City. 

All  the  fire  house  projects  have  been  carefully  designed  to 
afford  the  consolidation  of  several  singly  housed  units  into  one 
building  wherever  possible.     This  action  will  not  only  reduce  the  over- 
all operational  costs,  but  will  greatly  enhance  the  efficiency  of 
response  of  fire  apparatus  and  ambulances. 

Favorable  progress  is  also  reported  on  the  remodeling  of  the 
Fire  Alarm,  Repair  Shop  and  the  High  Pressure  Pumping  Station  facilities. 
A  new  Land-Marine  fire  station  to  be  constructed  on  the  Dundalk  Marine 
Terminal,  and  also  an  oil  recovery  barge  for  the  Baltimore  Harbor  has 
been  arranged  for  with  the  Maryland  Port  Authority  sharing  the  costs  for 
these  important  projects,  all  of  which  will  be  completed  during  1963. 

The  Board  of  Fire  Commissioners  is  profoundly  grateful  to  the 
Officers  and  Members  of  the  Fire  Department  for  the  excellent  job  they 
have  done  during  the  year.     The  outstanding  loyalty  and  courageous 
devotion  to  duty  that  these  dedicated  men  have  shown  in  innumerable 
occasions  is  worthy  of  the  highest  praise. 

The  generous  and  constant  support  of  the  City  Administrative 
Officials,  the  various  City  Departments,  the  Press,  Radio,  Television, 
Civic  and  other  Organizations  such  as  the  Box  414  Association,  the 
Pompier  Club  and  S.H.C.  Association  is  also  acknowledged  with  grateful 
appreciation . 

Respectfully  submitted 
BOARD  OF  FIRE  COMMISSIONERS 


James  J.  Lacy,  Jr.,  President 
George  Hofferbert,  Commissioner 
J.  Marshall  Boone,  Commissioner 


Smoke  rose  to  over 
500  feet  in  the  air  > 
as  a  six-alarm  blaze 
engulfed  the  2  story  corru- 
gated iron  warehouse  of  the 
J.  H.  Clusman  Company  on 
the  morning  of  April  3,  1962. 
The     warehouse  contained 
wheat,  com,  hay  and  other 
grains  which  caused  this  to 
be   the   smokiest   and  most 
visible  fire  here  in  years. 


MULTIPLE  ALARMS  OF  FIRE  -  1962 


NO.  OF 

NO.  OF 

DATE 

ALARMS 

LOCATION 

OCCUPANT 

DATE 

ALARMS 

LOCATION 

OCCUPANT 

JANUARY 

JULY 

3 

Two 

4682  Falls  Road 

Mayor  and  City  Council 

13 

Four 

810-16  E.  Lexington  Street 

Unoccupied 

5 

Two 

1  045  S.  Charles  Sireet 

Mack  Weinstein 

17 

Two 

1  531  Union  Avenue 

Jack  Blumenthal  and  others 

1 1 

Two 

Front  of  4601  Curtis  Ave. 

Sinclair  Refining  Company 

19 

Two 

Howard  and  Baltimore  Sts. 

Civic  Center  (Under  construction 

14 

Two 

626  W.  Saratoga  Street 

P.  C.  Grimes  (Unoccupied) 

25 

Two 

1101  Key  Highway 

Bethlehem  Steel  Company 

14 

Two 

867  Watt  Street 

Cecil  Whitfield 

25 

Three 

2100  block  McComas  Street 

Baltimore  and  Ohio  Railroad 

31 

Three 

908  St.  George's  Road 

Frank  B.  Ober 

(Unoccupied) 

FEBRUARY 

31 

Two 

2105  Eastern  Avenue 

Bernard  Ruzin 

2 

Two 

701  Winston  Avenue 

James  M.  Neser  (Unoccupied) 

AUGUST 

7 

Two 

Pier  7,  Foot  of  Hull  Street 

Baltimore  and  Ohio  Railroad 

6 

Two 

1828  W.  Pratt  Street 

William  Louden 

10 

Two 

3407  Greenmount  Avenue 

Earl  H.  Hoffman 

9 

Two 

1039-41  Rice  Street 

Dentocide  Chemical  Company 

1 1 

Arthur  W.  Pugh 

1 0 

4706-08  Gwynn  Oak  Ave. 

16 

Two 

7  S.  Wolfe  Street 

St.  Michael's  R.  C.  Church 

17 

Three 

2000  Frankfurst  Avenue 

Patapsco  Scrap  Corporation 

28 

Three 

7415  Harford  Road 

Penn  Lumber  and  Supply  Co. 

20 

Six 

2000  Race  Street 

Allied  Chemical  Corporation 

MARCH 

26 

Two 

9  W.  Preston  Street 

Mac  Karnes  and  others 

3 

Three 

5408  Park  Heights  Avenue 

Paramount  Photo  Service  Co. 

SEPTEMBER 

4 

Two 

3501  Pulaski  Highway 

Monarch  Rubber  Company 

3 

Three 

1401-18  Eastern  Avenue 

Frank  P.  R.  Bohager  and  Sons, 

5 

Three 

304  N.  Poppleton  Street 

Saratoga  Salvage  Company 

Inc. 

10 

Five 

104-06  S.  Charles  Street 

Henry  D.  Mentzel  Co.,  Inc. 

5 

Six 

1201  S.  Sharp  Street 

Phoenix  Manufacturing  Co. 

16 

Two 

So.  side,  1  900  BIk.  Laurens  St. 

Pennsylvania  Railroad  Co. 

1  1 

Three 

2027-45  E.  Mounment  St. 

R.  Earle  Tilghman 

17 

Three 

1815  Edison  Highway 

Unoccupied 

16 

Three 

912  N.  Charles  Street 

Kenneth  Chlsolm  and  others 

22 

Six 

1  609  Eutaw  Place 

Ethel  Hicks  and  others 

16 

Two 

504  W.  Mosher  Street 

Unoccupied  school 

22 

Twelve 

1101  W.  Pratt  Street 

Baltimore  and  Ohio  Railroad 

22 

Two 

3602-04  S.  Hanover  Street 

Lee  Surplus  Store 

APRIL 

23 

Four 

1  1  1-17  W.  Pratt  Street 

Michael  Fisher 

3 

Two 

3025  W.  Lanvale  Street 

Herman  Laboard 

30 

Two 

1  1  12-22  Low  Street 

Gangi  Banana  Co.  and  others 

4 

Six 

Fallsway  and  High  Street 

J.  Henry  Clausman  and  Co. 

OCTOBER 

4 

Four 

100-04  W.  Mt.  Royal  Ave. 

Dickman's  Restaurant 

Three 

So.  side,  1  900  BIk.  Laurens  St. 

Aliceanna  Scrap  Rubber  Co. 

5 

Two 

4601  E.  Monument  Street 

Morris  W.  Marshall,  Jr. 

13 

Two 

NW  cor.  Aliceanna  &  Eden  Sts 

H.  D.  Dreyer  Box  Company 

12 

Two 

1701  Eutaw  Place 

Jaunell  Gonzales 

13 

Six 

1309  N.  Monroe  Street 

Sigmund  G.  Frank  and 

18 

Two 

2031  E.  Chase  Street 

Unoccupied 

Brothers,  Inc. 

19 

Two 

3104  W.  North  Avenue 

New  Walbrook  Bowling  Center 

19 

Four 

2020  Fleet  Street 

Chesapeake  Creameries,  Inc. 

21 

Two 

5601  Bowley's  Lane 

Unoccupied 

23 

Two 

6400  Pratt  Street 

Our  Lady  of  Fatimo  Parish 

25 

Three 

312  S.  Eutaw  Street 

Unoccupied 

23 

Two 

5906  Yorkwood  Road 

Mrs.  Adele  Russell 

MAY 

28 

Twelve 

400-06  S.  Eutaw  Street 

Baltimore  Urban  Renewal  and 

10 

Twelve 

1650  Union  Avenue 

S.  Schapiro  and  Sons,  Inc. 

Housing  Agency 

17 

Two 

419  W.  Camden  Street 

Unoccupied 

NOVEMBER 

21 

Twelve 

208-16  S.  Charles  Street 

Unoccupied 

2 

Two 

1512  Eutaw  Place 

Baltimore  Urban  Renewal  and 

26 

Three 

1300  Aliceanna  Street 

H.  D.  Dreyer  Box  Company 

Housing  Agency 

30 

Twelve 

511-17  S.  Central  Avenue 

B.  C.  Bohoger  and  Sons 

2 

Three 

4305  LaPlata  Avenue 

Arundel  Sales  and  Service 

JUNE 

13 

Two 

10  E.  Cromwell  Street 

Patapsco  Engineering  Co  ,  Inc. 

3 

Six 

Rear  1815  Edison  Highway 

Unoccupied 

15 

Two 

4502  Bowley's  Lane 

Clarence  Hahn 

8 

Three 

2272  S.  Clinton  Street 

American  Agricultural  Chemical 

18 

Two 

231  1  W.  North  Avenue 

Barbara  Robinson 

Company 

28 

Three 

221  5  Boston  Street 

State  Wiping  Cloth  Company 

15 

Two 

106-10  St.  Paul  Street 

Title  Guarantee  Company 

DECEMBER 

17 

Three 

1205  Frankfurst  Avenue 

Robby's  Tire  Company 

8 

Three 

1629  Madison  Avenue 

Anna  Crawford 

18 

Six 

1407-15  Eastern  Avenue 

Frank  P.  R.  Bohager  and  Sons, 

9 

Two 

744  W.  Baltimore  Street 

Quick  Sign  Shop 

Inc. 

12 

Three 

1948  Linden  Avenue 

Ada  Lyons 

21 

Three 

5818  Reisterstown  Road 

Fairlanes,  Inc. 

13 

Two 

4013  Frederick  Avenue 

Theodore  S.  Kuchta 

28 

Two 

1000  Capstan  Court 

Unoccupied 

13 

Two 

1646  E.  Baltimore  Street 

Stanley  and  Harriett  Hiken 

28 

Two 

1  16-18  Mt.  Clair  Street 

Unoccupied 

20 

Five 

1110-13  E.  Monument  St. 

Thomas  Buccheri  Sons,  Inc. 

JULY 

24 

Two 

1221  N.  Charles  Street 

Stella  Foertsch 

1 

Three 

4506  Frederick  Avenue 

Unoccupied 

24 

Three 

4310  Norwood  Road 

Nellos  C.  Black 

5 

Two 

3212-16  Fairfield  Rood 

Public  School  238-A 

25 

Two 

Hayward  and  Winner  Aves. 

Maryland  Jockey  Club,  Inc. 
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OLD  REPAIR  SHOP 

e  Fire  Department  Repair  Shop,  located  at  Key  Highway  near  Webster 
reet,  wos  built  in  1925  to  provide  facilites  for  maintaining  and  repairing  fire 
paratus,  fire  boats  plus  other  vehicles  and  equipment  throughout  the  department. 


BALTIMORE  CITY  FIRE  SCHOOL - 
TRAINING-1962 

The  Baltimore  City  Fire  School  continues  to  serve  as  the  model  for 
_  re  schools  throughout  the  nation.  This  is  evidenced  by  the  numerous 
jquests  received  each  year  for  detailed  information  regarding  the 
aining  facilities  available  and  the  outstanding  programs  conducted 
n  a  year-round  basis.  The  ten-week  basic  course  for  new  fire  fighters 
fiords  new  members  the  very  best  in  a  well  rounded  fire  fighting 
lucation.  All  other  fire  fighting  personnel  attend  regularly  scheduled 
jfresher  training  courses  which  cover  such  important  subjects 
s  the  latest  techniques  in  fire  fighting,  driving  instruction,  aerial 
idder  and  pumping  operations,  radiological  monitoring,  control 
f  chlorine  leaks,  air  hammer  operation,  oxy-acetylene  burning,  gas 
lask  usage,  plus  other  subjects  related  to  the  fire  service. 

In  close  co-operation  with  the  Baltimore  Civil  Defense  Organization, 
istructors  of  the  Fire  School  conducted  rescue  and  fire  fighting 
ourses  for  the  Auxiliary  Firemen  assigned  to  various  engine  houses 
iroughout  the  city.  Also,  in  keeping  with  the  program  of  effective 
ublic  relations  with  the  citizens  of  Baltimore,  the  annual  Fire  Pre- 
ention  Week  Thrill  Show  was  presented  on  two  nights  at  the  Fire 
chool — over  10,000  persons  enjoyed  the  show. 

All  Officers  attended  regularly  scheduled  classes  throughout  the  year 
3  learn  from  outstanding  authorities  on  such  subjects  as  'Public 
delations',  'Pumper  and  Truck  Operations',  Radiation  Problems', 
Pre-Fire  Planning  and  Fire  Fighting'. 


COMMUNICATIONS 


7  962 

196? 

7  960 

5,736 

3,385 

2,948 

1,542 

2,132 

1,509 

ilent  (Telephone)  Alarms — 

12,351 

10,216 

10,783 

581 

735 

641 

59 

64 

88 

otal  Alarms  Dispatched  

20,269 

16,532 

15,969 

Vmbulance  Calls  

33,849 

32,638 

32,596 

otal  Alarms  and  Ambulance  Calls. . . 

54,118 

49,170 

48,565 

NEW  REPAIR  SHOP 

Demolition  of  the  old,  obsolete  building  began  during  the  past  year  to  provide 
the  site  for  the  modern  facility  shown  above.  This  new  building  with  the  very 
latest  of  equipment  is  expected  to  be  completed  and  ready  for  operations  in 
the  fall  of  1963. 


AMBULANCE  SERVICE 


7  962 

7  96? 

7  960 

Accidents  (Street,  Home,  Wo 

k)..  9,720 

8,981 

10,069 

Sick  (Street,  Home,  Work),  . 

9,949 

9,103 

12,117 

10,299 

10,600 

7,020 

369 

409 

788 

31 

16 

39 

3,481 

3,556 

2,563 

.  .  .  33,849 

32,665 

32,596 

INFIRMARY 

7  962 

?96? 

7  960 

Illness  

1,525 

1,547 

1,662 

4,430 

4,046 

4,325 

10,328 

10,472 

9,848 

819 

723 

644 

2,518 

2,514 

2,251 

6,185 

6,309 

4,958 

Average  Days  Lost 

4.8 

7.8 

7.1 

Deaths — 

2 

1 

Other  than  Line  of  Duty .  . 

3 

4 

5 

Minor  Operations 

86 

performed  at  Infirmary. 

43 

56 

HIGH  PRESSURE 

PUMPING 

STATION 

7  962 

7967 

7  960 

673/4 

50% 

42 '/2 

Alarms  of  Fire 

196 

150 

106 

1 

3 

1 

1 

3 

2 

1 

2 

1 

,    ,  5 

3 

2 

206 

157 

114 

FIRE  PREVENTION-1962 


The  Fire  Prevention  and  Inspection  program  of  the 
Baltimore  City  Fire  Department  has  been  outstanding  as 
was  evidenced  by  the  First  Place  honors  accorded  the 
Department  in  the  annual  Fire  Prevention  Contest  spon- 
sored by  the  Fire  Prevention  and  Clean  Up  Campaign 
Committee  of  the  National  Fire  Protection  Association. 
In  this  competition  Baltimore  City  competed  with  other 
cities  of  more  than  500,000  population  and  in  the  past 
several  years  has  increased  its  standing  in  the  contest.  High- 
light of  the  competition  was  the  presentation  of  the  First 
Place  Certificate  to  Mr.  James  J.  Lacy,  president  of  the 
Board  of  Fire  Commissioners  by  the  Honorable  J.  Millard 
Tawes.  Governor,  at  the  State  House  in  Annapolis. 


Governor  J.  Millard  Tawes  presents  the  First  Place  Certificate  to 
Mr.  James  J.  Lacy,  Fire  Board  President  as  Chief  of  Fire  Department 
John  J.  Killen  and  Deputy  Chief  Frank  J.  Trenner  look  on.   ^ 


COMPANY  IN-SERVICE  INSPECTION 


1962  196]  I960 

Total  Inspections   17,527  18,174  17,313 

Refusals  of  Entry   167  87  94 

Fire  Prevention  Activities:  '962  196?  I960 

Day  Inspections   40,409  43,215  46,349 

Night  Inspections   10,520  10,782  11,179 

Total  Fire  Prevention  Inspections.  50,929  53,997  57,528 

Fire  Prevention  Code  violation 

notices  investigated   12,526  6,304  11,972 

Building  Code  violation  notices 

investigated   439  411  649 

Hospitals  and  Convalescent 

Homes  inspected   268  355  376 

Nurseries  and  Foster  Homes 

inspected   190  195  221 

Applications  investigated: 

Gasoline  installations   93  133  106 

Change  of  Occupancy   618  581  485 

Fire  Department  Permits  Issued: 

To  decorate   765  689  894 

To  burn  for  salvage   32  63  29 

To  store  or  handle  flammable 

liquids   480  374  666 

Small  arms  ammunition   26  24  18 

Calcium  Carbide   2  6  4 


FIRE  INVESTIGATION -1962 


FIRE  LOSS 

1962. .  .$7,594,677.89 
1961...  5,202,750.00 
1960...  4,490,936.66 
1959...  5,480,213.08 
1958...  4,463,212.81 


12  ALARM 
WAREHOUSE  FIRE 

This  spectacular  12-alarm  fire  was 
fought  on  all  sides  of  a  huge  ware- 
house by  fire  fighters  as  red  hot 
embers,  driven  by  50  mile-an-hour 
winds  set  many  small  blazes  in  the 
area.  Six  fire  fighters  were  injured 
fighting  this  blaze  on  October  28, 
1962.  Alert  investigation  by  members 
of  the  Fire  Investigation  Bureau  re- 
sulted in  the  apprehension  of  three 
arson  suspects. 
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BUILDING  FIRES 


LOSS 


I9S5      1956      1957      I9S8     1959      I960     1961  1962 


10  000  GOO 

5  5  00,  000 
9  000 

e  SCO 

6  000, 
7,5  00, 
7000, 
6  500 
6,000, 
5,  5 go' 
5,000, 
4  500, 
4,00O, 
3,50O, 
3,  000 
2,500, 
2.0O0 
'-500^ 
1,000 

500 


INVESTIGATION  OF  FIRES 

1962 

Total  Number  of  Fires  Investigated   4,047 

Fires  of  Suspicious  Origin   328 

Number  of  Arrests  for  Arson   54 

Number  of  Convictions  for  Arson   35 

Convicted  of  Juvenile  Delinquency   37 

Children  under  8  years  of  age  charged  with 

Malicious  Mischief  for  causing  fires   325 

FIRE  CASUALTIES 

Deaths  caused  by  fires   48 

Infuries  caused  by  fires   240 

CAUSES  OF  FATAL  FIRES 

Gas  Stove   1 

Coal  Stove   I 

Kerosene  Stove   — 

Electric  Stove  and  or  wiring   — 

Kerosene  Lamp   — 

Careless  Smoking   4 

Children  playing  with  matches   — 

Electrocution   1 

Not  fully  ascertained   29 

Death  at  fire  by  natural  causes   — 

Incendiary   6 

Ignition  of  Flammable  Liquids   1 

Gas  Heater   1 

Natural  Gas  explosion   — 

Clothing  in  contact  with  light  bulb   — 

Ruptured  oxygen  valve   — 

Wearing  apparel  against  electric  heater.  .  .  1 

Suspicious   — 


1961 
3,633 
285 
48 
35 
57 

353 


59 
253 


CLASSES  OF  BUILDINGS  WHERE 
DEATHS  OCCURRED 

Dwellings   22  44 

Multiple  Dwellings   M  8 

Apartment  Houses   7  I 

Open  Yard   —  — 

Brewery   —  — 

Trailer   —  — 

Nightclub   —  — 

Public  Highway   —  ' 

Dry  Cleaning  Plant   —  2 

Chronic  Hospital   —  ' 

Nursing  Home   —  1 

Storage  Yard   —  1 

Hotel   3  — 

Station  House  Cell   1  — 

Factory   1  — 


FIRE  DEPARTMEN 
SERVICE-196 


Company 


Engine 
Engine 
Engine 
Engine 
Engine 
Engine 
Engine 
Engine  8 
Engine  9 
Engine  10 
Engine  1  1 
Engine  12 
Engine  1  3 
Engine  1  4 
Engine  1  5 
Engine  16 
Engine  17 
Engine  1  8 
Engine  1  9 
Engine  20 
Engine  21 
Engine  22 
Engine  23 
Engine  24 
Engine  25 
Engine  26 
Engine  27 
Engine  28 
Engine  29 
Engine  30 
Engine  31 
Engine  32 
Engine  33 
Engine  34 
Engine  35 
Engine  36 
Engine  37 
Engine  38 
Engine  39 
Engine  40 
Engine  41 
Engine  42 
Engine  43 
Engine  44 
Engine  45 
Engine  46 
Engine  47 
Engine  48 
Engine  49 
Engine  50 
Engine  51 
Engine  52 
Engine  53 
Engine  54 
Engine  55 
Engine  56 
Engine  57 
Engine  58 


Alarms  Response 


96 
232 
170 
182 
295 
636 
490 
706 
745 
159 
222 
161 
796 
551 
344 
87 
69 
451 
644 
351 
149 
182 
389 
419 
625 
380 
288 
455 
262 
294 
308 
405 
336 
379 
316 
660 
231 
523 
68 
188 
341 
234 
146 
132 
129 
341 
167 
14 
42 
166 
264 
422 
147 
162 
251 
178 
126 
295 


78 
8 
2 
4 
4 
9 
10 
1 1 
12 

4 
5 
8 
6 
6 
1 
2 
6 
1 
3 
3 
6 
6 
7 
3 
11 
5 
5 
5 
3 
1 

9 
5 
4 

2 
6 
7 

2 
4 


193 
103 
255 
331 
183 
224 
233 
369 
292 
104 
205 
185 
253 
429 

72 
7 

86 
293 
463 
483 
215 
103 
101 
286 
473 

84 

86 
278 
275 
317 
251 
142 
215 
150 
198 
248 
114 
291 
8 

184 
259 
161 
180 
130 
212 
355 
120 
9 

13 
174 
299 
268 
235 
199 

88 
185 
154 
283 


Specials 


Total 
Number 
of  Runs 


369 
366 
429 
549 
504 
887 
752 

1 102 

1062 
269 
437 
360 

1071 
994 
433 
102 
176 
760 

1 120 
861 
397 
310 
508 
722 

1115 
484 
405 
753 
537 
634 
571 
565 
571 
548 
519 
916 
363 
833 
80 
377 
618 
401 
333 
273 
346 
705 
295 
33 
57 
347 
578 
702 
386 
369 
367 
363 
282 
588 


Time  Away 
from  Quarters 


Hours 


263 
340 
318 
452 
374 
497 
473 
577 
484 
275 
262 
248 
600 
550 
322 

75 
185 
444 
423 
479 
356 
295 
292 
373 
661 
251 
275 
483 
382 
400 
296 
388 
293 
318 
274 
448 
272 
424 

60 
197 
374 
242 
309 
274 
278 
331 
197 

70 

83 
220 
351 
438 
215 
278 
286 
201 
295 
386 


Silenfs 

Specials 

Transfers 

Tofal 
Number 
of  Runs 

Time  Away 
from  Quarters 

Hours 

Minufes 

101 

1 

— 

548 

388 

4 

151 

1 

— 

564 

358 

21 

178 

1 

15 

485 

327 

48 

171 

2 

— 

713 

443 

27 

276 

3 

— 

693 

320 

46 

129 

1 

1 

319 

209 

53 

108 

1 

33 

317 

258 

54 

231 

1 

1 

487 

232 

38 

83 

— 

2 

181 

169 

28 

413 

— 

21 

1014 

572 

47 

427 

— 

— 

806 

417 

8 

163 

23 

1 

319 

163 

239 

1 

2 

674 

500 

33 

88 

— 

8 

183 

150 

47 

212 

1 

3 

556 

271 

1 

134 

4 

— 

412 

262 

54 

59 

3 

18 

169 

205 

46 

187 

— 

4 

469 

251 

4 

33 

— 

— 

90 

87 

32 

99 

1 

3 

270 

178 

54 

80 

1 

— 

344 

130 

12 

147 

— 

3 

295 

205 

14 

98 

1 

14 

329 

314 

2 

92 

1 

— 

254 

139 

34 

58 

— 

1 

103 

103 

27 

91 

1 

— 

227 

109 

16 

1 12 

— 

4 

198 

130 

18 

38 

— 

1 

113 

144 

1  4 

141 

1 

2 

270 

182 

1  4 

55 

1 

5 

145 

124 

2 

4 

— 

— 

90 

50 

5 

1 

— 

— 

135 

64 

44 

259 

— 

1  4 

725 

414 

21 

3 

3 

15 

187 

153 

29 

— 

3 

123 

66 

46 

51 

36 

48 

10 

3 

220 

106 

20 

33 

165 

479 

13 

3 

10 

202 

262 

38 

MUNICIPAL  AMBULANCE  SERVICE— 1962 

Ambulance  No.    tocofion  Number  of  Calls 


1 

3,818 

2 

3,102 

3 

4,366 

4 

4,459 

5 

2,858 

6 

Truck  14  

2,593 

7* 

Truck  1   

2,085 

8 

Engine  20  

2,814 

9 

1,100 

10 

2,351 

1 1 

2,360 

12 

1,943 

33,849 

**  Mobile  Hospi 

tal  Unit 

Truck  1   

  97 

*  Used  primarily  to  handle  indigent  litter  cases  for  the 
Health  &  Welfare  Department,  during  daylight  hours. 
Responds  to  additional  alarms  of  fire  and  "Emergency 
Squad  Doctor"  calls. 


Fire  Fighter  Walter  J.  Schmidt  is  shown  receiving 
the  annual  V.F.W.  Medal  of  Valor  award  from  the 
Post  Commander,  West  Baltimore  Post  #476, 
Veterans  of  Foreign  Wars. 


Members  of  the  Board  of  Fire  Commissioners 
congratulate  Fire  Fighter  John  T.  Anderson  as  he 
receives  the  Exemplary  Performance  Certificate  for 
outstanding  service  to  the  Fire  Department.  " 


COMMENDATIONS  -  1962 


Fire  Fighter  Percy  Reese,  Engine  28 


Lieutenant  George  A.  Widerman,  Jr., 

Truck  23 

Fire  Fighter  Earl  F.  Harris,  Truck  23 
Fire  Fighter  Frederick  J.  Baber,  Truck  4 
Fire  Fighter  Paul  A.  Smith,  Truck  4 
Maintenance  Mechanic  Robert  F.  Wagner, 

Repair  Shop 
Maintenance  Mechanic  John  W. 

Bauernschmidt,  Repair  Shop 

Maintenance  Mechanic  Walter  L.  Reightler, 

Repair  Shop 
Fire  Fighter  John  J.  O'Connor,  Truck  18 
Fire  Fighter  John  R.  Griffith,  Truck  18 
Fire  Fighter  Marshall  T.  Longworth, 

Truck  26 

Lieutenant  George  L.  Bailey,  Truck  16 
Fire  Fighter  Jacob  J.  Weiland,  Truck  16 
*Fire  Fighter  Jasper  L.  Nesbit,  Truck  16 
Lieutenant  Paul  A.  Sroka,  Truck  3 
Fire  Fighter  Joseph  H.  Gamber,  Truck  3 
Fire  Fighter  Charles  F.  Lehman,  Engine  16 
Lieutenant  Walter  E.  Stephens,  Truck  5 
Fire  Fighter  John  F.  Flynn,  Truck  5 
Fire  Fighter  Charles  R.  Muerer,  Truck  5 
*  Two  Commendations 


Meritorious  Conduct 

Fire  Fighter  Walter  J.  Schmidt,  Truck  6 
Exemplary  Conduct 

Fire  Fighter  James  F.  McCarron,  Truck  5 
Fire  Fighter  James  J.  Murphy,  IIL  Truck  5 
Fire  Fighter  Leonard  E.  Quickley,  Truck  4 
Lieutenant  Thomas  E.  Freburger,  Engine  57 
Fire  Fighter  Leonard  W.  Zeller,  Engine  57 
Captain  Ralph  W.  Snowman,  Truck  1 1 
Fire  Fighter  Jones  L.  Blackmon,  Truck  1 1 
Fire  Fighter  J.  Raymond  Hogarth,  Truck  11 
Fire  Fighter  Donald  L.  Hoyle,  Truck  11 
Fire  Fighter  David  A.  Echols,  Truck  1 1 
Fire  Fighter  Bernard  J.  Holmes,  Jr., 

Truck  16 

Fire  Fighter  Robert  D.  Buchmaster,  Truck  3 
Fire  Fighter  Milton  S.  Yurski,  Truck  3 
Fire  Fighter  Louis  R.  Skwirut,  Truck  3 
Fire  Fighter  George  W.  McAleer,  Engine  30 
Captain  Walter  A.  Smith,  Engine  15 
Fire  Fighter  Henry  W.  Washburn,  Hose  2 
Fire  Fighter  John  W.  Greene,  Hose  2 
Lieutenant  Harry  F.  Carle,  Truck  23 
Lieutenant  Albert  G.  Needer,  Engine  58 
Fire  Fighter  John  J.  Sauer,  Truck  13 
Fire  Fighter  William  R.  Turnage,  Truck  13 
Fire  Fighter  William  R.  Thompson,  Truck  13 

PROMOTIONS  -1962 


Welder  Allen  J.  Poole,  Sr.,  Repair  Shop 


Fire  Fighter  James  A.  Deitzel,  Jr.,  Truck  13 
Captain  Howard  H.  Musch,  Engine  9 
Fire  Fighter  Charles  J.  Fitch,  Engine  9 
Fire  Fighter  Johnny  L.  Buckson,  Engine  9 
Lieutenant  John  N.  Lynch,  Truck  30 
Fire  Fighter  Carl  W.  Miles,  Truck  15 
Fire  Fighter  Christian  P.  Addicks,  Truck  15 
Fire  Fighter  Ronald  J.  Muszynski,  Engine  32 
Fire  Fighter  Harry  A.  Reese,  Jr.,  Truck  1 
Captain  George  A.  Powell,  Fire  Investigation 
Fire  Fighter  Charles  R.  Thomas,  Engine  36 
Fire  Fighter  John  T.  Anderson,  Truck  30 
Lieutenant  Adam  F.  Stacharowski,  Truck  1 1 
Fire  Fighter  John  L.  Lalik,  Engine  18 
Fire  Fighter  James  W.  McDonough, 

Engine  18 
Fire  Fighter  Donald  L.  Morgan,  Jr., 

Engine  18 

Lieutenant  Howard  L.  Rosewag,  Engine  32 
Fire  Fighter  Herbert  L.  Bender,  Truck  1 
Fire  Fighter  Albert  M.  Feathers,  Jr., 

Truck  1 

Fire  Fighter  George  L.  Keefe,  Jr.,  Truck  1 
Fire  Fighter  LeRoy  F.  Jones,  Engine  30 


Battalion  Chief 

Herbert  W.  Catterton 

Captain 

Ralph  R.  Newell 
John  V.  Magruther 
William  J.  Miller 
James  C.  Crispens 
Robert  L.  Harris 


Lieutenant 

Adam  F.  Stacharowski 
Louis  D.  Rittermann 
Joseph  M.  Kloster 
Albert  W.  Weiss 
Andrew  P.  Shows 
Robert  W.  Bayne 
James  Thomas 
John  M.  Kelly 


Pump  Operator 

Stephan  C.  Manik 
Louis  R.  Harper 
Merriken  D.  North 
Robert  E.  Holland 
Phillip  E.  Thommen,  Jr. 
John  J.  Sauer 


Pilot 

Earl  T.  Johnson 

Mortor  Marine  Engineer 

William  C.  Hohrein 
Vernon  H.  Mills 


RETIREMENTS-1962 


Fire  Fighter  Calhoun  E.  Carter,  Engine  47 
Fire  Fighter  (MAS)  Theodore  R.  Duszynski, 

Ambulance  2 
Captain  Albert  J.  Connolly,  Engine  48 
Fire  Fighter  (MAS)  John  M.  Miles, 

Ambulance  6 
Fire  Fighter  Arthur  E.  Krieder,  Truck  5 
Fire  Fighter  Howard  T.  Anderson,  Engine  57 
Fire  Fighter  (MAS)  Raymond  D.  Jubb, 

Ambulance  6 
Fire  Fighter  John  J.  Kosak,  Hose  2 
Pump  Operator  Edward  F.  Sauer,  Engine  26 
Fire  Fighter  Dean  W.  Floray,  Truck  14 
Fire  Fighter  Robert  L.  Mouat,  Engine  21 
Pilot  Gail  W.  Mecham,  Engine  16 
Fire  Fighter  Charles  W.  Blucher,  Engine  14 
Telegraph  Lineman  Charles  E.  Mann, 

Fire  Alarm 

Fire  Fighter  Vernon  L.  Halfpenny,  Truck  19 


Fire  Fighter  Balster  Herman,  Fire  Prevention 
Fire  Fighter  Elmer  L.  Kolscher,  Hose  2 
Blacksmith  Joseph  Decilveo,  Repair  Shop 
Fire  Fighter  Frederick  J.  Buresch,  Engine  22 
Pump  Operator  Wilmer  J.  Weber,  Engine  24 
Fire  Fighter  Elmer  L.  D.  Rhoades,  Engine  27 
Fire  Fighter  Adam  V.  Kolb,  Chemical  1 
Fire  Fighter  Robert  H.  Brundick,  Jr., 

Truck  17 

Lieutenant  Harry  L.  Burgess,  Engine  54 
Fire  Fighter  Frank  M.  Vaeth.  Truck  26 
Fire  Fighter  Walter  H.  Duvall,  Jr.,  Truck  2 
Captain  Charles  J.  Wuntz.  Truck  13 
Fire  Fighter  James  W.  T.  Byrne, 

Headquarters 
Captain  Frank  P.  Saal.  Truck  30 
Fire  Fighter  Charles  L.  Catherman, 

Engine  46 

Pump  Operator  John  R.  Lomax,  Engine  37 


Fire  Fighter  Ernest  H.  Menikhein,  Engine  45 
Lieutenant  Robert  J.  McGinn,  Engine  23 
Fire  Fighter  Henry  C.  Habersack. 

Chemical  1 
Fire  Fighter  Andrew  H.  J.  Niedling, 

Engine  56 

Battalion  Chief  Henry  C.  Smith, 

7th  Battalion 
Fire  Fighter  Melvin  J.  Greeley,  Engine  53 
Fire  Fighter  Richard  White,  Engine  53 
Fire  Fighter  Donald  Stevens.  Truck  7 
Pilot  John  Disney.  Engine  39 
Fire  Fighter  William  J.  Davis,  Repair  Shop 
Fire  Fighter  Joseph  Goepfert,  Engine  48 
Fire  Fighter  George  L.  Schmidt,  Fire  Alarm 
Pump  Operator  John  B.  Kotmair,  Engine  27 
Pump  Operator  Russell  F.  Has.sell,  Engine  42 
Fire  Alarm  Operator  Theodore  M.  Kammar, 
Fire  Alarm 


BALTIMORE   CITY   FIRE  DEPARTMENT 


Dear  God,  who  in  Thy  providence,  didst  call  a  number 
of  Thy  servants  to  the  important  task  of  protecting  the 
lives  and  property  of  others  from  the  perils  of  fire,  we 
pray  Thee  to  guide  and  guard  them  in  their  dangerous 
and  heroic  work. 

We  beseech  Thee,  dear  God,  to  grant  to  them  and  their 
families  all  the  graces  and  blessings  that  they  need  on 
this  earth  and  the  life  to  come  and  eternal  salvation 
through  Christ  our  Lord,  Amen. 

Rev.  Thomas  A.  Whelan 
Fire  Department  Chaplain 


ACTIVE  MEMBERS  DECEASED  —  1962 


Pump  Operator  Francis  G.  Marney  Engine  2  January  10 

Lieutenant  Charles  L.  Jurkewitz   Engine  32  January  15 

Fire  Fighter  William  E.  Beck  Engine  39  May  15 


PENSIONED  MEMBERS  DECEASED  —  1962 


Captain  Milton  Montgomery  Hose  5  January  13 

Pump  Operator  Joseph  C.  Mackin  Engine  12  January  15 

Captain  Robert  F.  Alder  Engine  18  January  21 

Fire  Fighter  George  J.  Fanton  Truck  14  January  28 

Captain  Brainard  T.  Briel  Truck  15  February  8 

Lieutenant  Samuel  O.  Crawford  Infirmary  February  22 

Fire  Fighter  Frank  L.  Bond  Engine  29  March  18 

Lieutenant  William  H.  Kuehn,  Sr  Engine  8  April  3 

Pump  Operator  Harold  W.  Letts  Engine  5  April  19 

Fire  Fighter  Clarence  W.  Harman  Engine  39  April  22 

Chief  Howard  J.  Travers  Chief  of  Fire  Dept  May  1 

Fire  Fighter  Harry  F.  Pfeiffer  Engine  36  May  3 

Fire  Fighter  Howard  L.  Claytor  Truck  21  May  13 

Fire  Fighter  Edward  L.  R.  Smith  Chemical  2  May  26 

Fire  Fighter  James  J.  McHale  Hose  4  May  28 

Marine  Engineer  Homan  Mittendorf  Engine  39  June  17 

Captain  Henry  Fureschi  Truck  22  July  13 

Fire  Fighter  Joseph  H.  Ortt  Engine  54  July  19 

Deputy  Chief  George  D.  Otter  1st  Division  July  22 

Fire  Fighter  David  F.  Hare  Chemical  2  July  26 

Fire  Fighter  Albert  S.  Rommal  Engine  28  August  14 

Lieutenant  Edward  G.  Berigtold  Engine  41  August  19 

Motor  Marine  Engineer  William  J.  Murphy  Engine  49  October  1 

Fire  Fighter  Leo  J.  McCartney  Truck  14  November  13 

Fire  Fighter  Leroy  C.  Battenfeld  Truck  8  November  26 

Fire  Fighter  John  F.  Ford  Engine  30   November  28 

Fire  Fighter  Franklin  H.  Helm  Engine  26  November  30 

Fire  Fighter  Milton  J.  Wittler  Truck  7  December  5 


Maryland  Room 
Univrrsity  of  Maryland  Lfliiup 
Colleee  Park.  Md. 


BALTIMORE  CITY 


FIRE  DEPARTMENT 


I 


CHARLES  A.  MASSON,  Commissioner  STANLEY  SCHERR,  President  JAMES  J.  LACY,  JR.,  Commissionei 

Board  of  Fire  Commissioners 


JOHN  T.  O'MAILEY,  £xecut/Ve  Secretary       (standing)       JOHN  J.  KILLEN,  Chief  of  Fire  Department 


BOARD  OF  FIRE  COMMISSIONERS 

STANLEY  SCHERR,  President 
CHARLES  A.  MASSON,  Commissioner  JAMES  J.  LACY,  JR.,  Commissioner 

JOHN  T.  O'MAILEY,  Executive  Secretary  JOHN  J.  KILLEN,  Chief  of  Fire  Dept. 


BALTIMORE  CITY         FIRE  DEPARTMENT 


GAY  AND  LEXINGTON  STREETS  BALTIMORE.  MARYLAND  tlSOi 

December  31,  I963 

To  the  Honorable 

The  Mayor  and  City  Council  of  Baltimore 
Gentlemen: 

The  Board  of  Fire  Commissioners  is  pleased  to  transmit  for  your 
consideration  the  Annual  Report  of  the  Fire  Department  for  1963. 

This  Board,  having  been  appointed  July  1,  I963,  is  deeply  appre- 
ciative for  the  many  courtesies  and  helpful  advices  received  from  the  pre- 
vious Board  of  Fire  Commissioners  comprised  of  Mr.  James  J.  Lacy,  Jr., 
President;  Mr.  George  Hofferbert,  Commissioner;  and  Mr.  J.  Marshall  Boone, 
Commissioner. 


Many  significant  gains  were  accomplished  by  the  Fire  Department 
during  the  past  year,  most  outstanding  of  which  were  the  fruition  of  four 
major  Capital  Improvement  projects:  the  modernization  of  the  Fire  Alarm 
System;  construction  of  the  Repair  Shop;  and  two  new  fire  houses  which  will 
accomodate  eight  units  of  the  Department.    These  projects  are  dealt  with 
in  detail  within  this  report.     Plans  are  well  under  way  at  this  time  for 
the  construction  of  a  unique  marine  fire  fighting  facility  at  the  Dundalk 
Marine  Terminal,  the  modernization  of  the  High  Pressure  Pumping  Station, 
and  the  re-construction  of  a  fire  house  at  Lafayette  Avenue  and  Strieker 
Street.     Upon  completion  of  these  projects,  the  Fire  Department's 
$5,000,000  Capital  Improvement  Program,  which  started  in  1958,  will  be 
finished.     Plans  are  now  in  process  to  initiate  another  Capital  Improve- 
ment Program  which  will  allow  for  the  replacement  of  many  other  outmoded 
and  obsolete  facilities. 


The  Board  of  Fire  Commissioners  is  profoundly  grateful  to  the 
Officers  and  Members  of  the  Fire  Department  for  the  outstanding  devotion 
to  duty  and  diligence  displayed  throughout  the  year.     The  loyalty  and 
courage  of  these  men  is  indeed  worthy  of  the  highest  praise. 

The  cooperation  and  assistance  of  the  Administrative  Officials 
of  the  City,  the  Press,  Radio,  Television,  Civic  Organizations  and  the 
Buff  Clubs  are  acknowledged  with  sincere  appreciation.    To  these  groups 
the  Board  of  Fire  Canmissioners  expresses  its  gratitude  for  a  'job  well 
done ' . 

Respectfully  submitted, 

BOARD  OF  FIRE  COMMISSIONERS 

Stanley  Scherr,  President 
Charles  A.  Masson,  Commissioner 


James  J.  Lacy,  Jr. , Commissioner 


MULTIPLE  ALARMS  OF  FIRE  - 1963 


NO.  OF 
ALARMS 


LOCATION 


OCCUPANT 


DATE 


NO.  OF 
ALARMS 


LOCATION 


OCCUPANT 


\NUARY 


1 

Seven 

5-21  W.  Henrietta  St. 

Shofer  Furniture  Co. 

4 

Two 

3315  Liberty  Heights  Ave. 

John  Wade^lst  floor,  D-2 

5 

Three 

5005  Holabird  Ave. 

American  Standard  Radiator 

8 

Two 

400  W.  Pratt  St. 

Clarence  C.  Treon 

16 

Two 

36th  and  Falls  Rd. 

Unoccupied  (Wm.  Gereny,  owner) 

26 

Four 

3900  Pulaski  Hwy. 

Abraham  Weistock 

26 

Two 

1012  N.  Washington  St. 

Jefferson  Livingston 

27 

Two 

916  N.  Arlington  Ave. 

Florence  A.  Smith  and  others 

BRUARY 

1 

Two 

5609  Merville  Ave. 

George  Lubbert 

4 

Two 

2706  Montebello  Terrace 

Arbie  F.  Phoebus 

4 

Two 

106-112  W.  Barre  Street 

Reuben  H.  Yoffee^-Grocery  Co. 

10 

Two 

513  Ensor  St. 

Frank  Carbi 

10 

Two 

1035  Harford  Ave. 

Mrs.  Carrie  W.  Silfille 

10 

Two 

7  Whitfield  Rd. 

Walter  C.  Pinkard 

13 

Three 

1701  Patapsco  Ave. 

Food  Machinery  and  Chemical  Corp. 

19 

Two 

531  East  20th  Street 

Eugene  Chapman  and  others 

22 

Four 

110  N.  Howard  St. 

Pixie  Shoppes  Inc.  and  others 

25 

Five 

325  W.  Baltimore  St. 

Bio  Ramo  Drug  Company 

27 

Three 

220  E.  Baltimore  St. 

Martin  Landsman 

28 

Three 

519-531  W.  Pratt  St. 

Triangle  Mfg.  Co.  Inc. 

l/IARCH 

16 

Three 

530  N.  Charles  St. 

St.  James  Hotel 

18 

Three 

2220  Berlin  St. 

Geo.  F.  Becker  Co. 

19 

Two 

742  George  St. 

BURHA 

28 

Two 

525  E.  23rd  St. 

Vernon  Martinez 

APRIL 

2 

Two 

407-9  N.  Paca  St. 

Stanley  Furn.  Co. 

3 

Two 

1700  Block  Monument  St. 

Johns  Hopkins  Hospital 

6 

Three 

14  W.  Preston  St. 

Louis  J.  Bainder  (owner) 

7 

Three 

708  Crisp  St. 

Lawrence  Brooks 

15 

Three 

1612  Eutaw  Place 

BURHA 

20 

Four 

North  of  Frankfurst  Ave., 

Arundel  Corp.  (owner) 

West  of  Childs  St. 

20 

Four 

924-36  Leadenhall  St. 

Dixie  Waste  Co. 

21 

Two 

Opp.  5500  blk.  Quarantine  Rd.  B  &  0  R.R. 

21 

Two 

East  end  of  Fort  Armistead 

Dept.  of  Recreation  and  Parks 

24 

Two 

28-30  S.  Paca  Street 

BURHA 

25 

Two 

608-22  Greenwillow  St. 

Velvet  Iron  and  Metal  Co. 

26 

Two 

Boston  and  Danville  Ave. 

Humble  Oil  and  Refining  Co. 

27 

Two 

1-31  N.  Haven  St. 

Will  Scientific  Inc.  and  others 

27 

Two 

2147-53  Wicomico  St. 

Md.  Glass  Corp. 

28 

Two 

1701  Patapsco  Ave. 

Food  Machinery  and  Chemical  Corp. 

29 

Two 

59'30  York  Road 

Belvedere  Tavern 

MAY 

2 

Six 

1000  Dundalk  Ave. 

Eddie's  Super  Market 

4 

Two 

617-619  S.  Oldham  St. 

Bernice  Borkowski  and  others 

20 

Two 

3331  Greenmount  Ave. 

Judge's  Rest,  and  Lounge 

25 

Two 

Hayward  and  Winner  Aves. 

Md.  Jockey  Club  Inc. 

JUNE 
1 

10 
13 
22 
24 

25 
26 
26 

JULY 
1 
2 
5 


24 
26 
AUGUST 

2 

2 


Eight 

Eleven 

Eight 

Two 

Two 

Seven 

Six 

Five 

Three 
Eight 
Three 

Three 
Four 
Two 

Four 
Three 


9  Four 
12  Two 
24  Two 
SEPTEMBER 

6  Two 

9 
14 

OCTOBER 
18 
22 
24 


Two 
Nine 


Five 
Six 
Eight 


NOVEMBER 

3 

14 
15 
19 

20 
22 
26 

DECEMBER 
10 
19 
23 
24 
27 

28 


Six 

Three 

Two 

Three 

Two 

Four 

Two 

Three 

Two 

Six 

Five 

Four 

Two 


1101  S  Brunswick  St 
3  13  W  Montgomery  St. 
2636  W.  North  Avenue 
3718  Falls  Road 
East  Side  1500  block  S. 

Baylis  St 
2-10  N  Paca  Street 
6-12  N.  Schroeder  St. 
2000  Frederick  Ave. 


Monumental  Millwork  Inc 
M.  Shaivifz  and  Sons 
Walbrook  Mill  and  Lumber  Co- 
Unoccupied 

Humble  Oil  and  Refining  Co. 

Harford  Construction  Co. 
Stylewood,  Inc. 

Standard  Plumbing  Supply  Co. 


508  E,  Lombard  Street  Center  Electronics  and  others 
Rear  of  2600  W  Franklin  St.  Maryland  Lumber  Co 


Stable  Road.  Druid  Hill  Park 

#2  Swimming  Pool 
Clinton  St  and  Mertens  Ave. 
5054  Reisterstown  Rd. 
2909  Allendale  St. 

100  N  Franklintown  Road 
3500  Block  Falls  Rd.,  Stable 

Rd.  Druid  Prk. 
Foot  of  Benhill  Ave. 
514  W  Baltimore  St. 
1650  Union  Avenue 

4122  W  Belvedere  Ave. 
1824  Pennsylvania  Ave. 
2636  W  North  Avenue 

2636  W.  North  Avenue 
3211  Garrison  Blvd. 
523  Albemarle  Street 


Dept.  of  Recreation  and  Parks 

Baugh  Chemical  Co. 
Alvin  Gordon 

Simon  and  Lola  Singer  and  others 

John  0  White  Co. 

Dept.  of  Recreation  and  Parks 

Boston  Metals  Co 
Unoccupied 

S.  Schapiro  and  Sons,  Inc 

Wallace  Asbestos,  Inc. 

Clarence  Willard 

Walbrook  Mill  and  Lumber  Co. 

Walbrook  Mill  and  Lumber  Co. 
Forest  Park  Bowling  Center 
C.E.M.  Security  Corp. 
c/o  Casflewood  Realty 


4570  Edmondson  Avenue     Tommy  Tucker  Store 
612  North  Schroeder  Street  Unoccupied 
3910  E.  Lombard  Street  Unoccupied 


3315  Pulaski  Highway 
1500  S.  Ponca  Street 
765  W.  Hamburg  Street 
3910  E.  Lombard  Street 


Surf  Musical  Bar 

The  Ruberoid  Company 

St.  Jeromes  Parochial  School 

Unoccupied 


Hudson  Land  and  Bldg.  Corp 
Frank  Farraro 
Tommy  Tucker  Store 
Irvin's  Department  Store 
Bureau  of  Education 


2109  Allendale  Street 
1812  Harford  Avenue 
1108-1112  Light  Street 
1124  Light  Street 
Waesche  Street  near  Fre- 
mont Ave. 

East  end  of  Chesapeake  Ave.  F.  S.  Royster  Guano  Company 


1963 

1962 

1961 

2nd  Alarms  40 

46 

35 

3rd  Alarms  16 

22 

6 

4th  Alarms  9 

4 

6 

5th  Alarms  4 

2 

7 

6th  Alarms  5 

7 

3 

7th  Alarms  2 

8th  Alarms  4 

4 

9th  Alarms  1 

nth  Alarms  1 

12th  Alarms  — 

5 

82 

86 

61 

FIRE  PREVENTION  BUREAU 


AT  WORK 


1963 

1962 

1961 

INSPECTIONS. . . 

.  .  .  totaled 

34,333 

50,929 

53,997 

Violations  abated 

7,141 

7,899 

7,612 

Violations  referred  to  other  agencies 

370 

263 

266 

Violations  resolved  in  Housing  Court 

8 

14 

11 

SPECIAL  INSPECTIONS,  LECTURES  AND  OTHER 

DEMONSTRATIONS  . 

Hospitals  &  Convalescent  homes 

107 

195 

156 

Nursing  Homes 

49 

149 

199 

Schools 

148 

201 

210 

Churches  &  Civic  Organizations 

34 

52 

37 

Industrial  Plant  Fire  Brigades 

120 

39 

63 

Boy  Scout  Training  programs 

17 

18 

18 

Television  Appearances 

12 

10 

7 

Radio  Broadcasts 

65 

60 

7 

ERMITS  ISSUED  .  .  . 

Decorating 

590 

765 

689 

Burn  to  Salvage 

23 

32 

63 

Store  &  Handle  Inflammables 

327 

480 

374 

Small  Arms  Ammunition 

14 

26 

24 

Calcium  Carbide 

1 

2 

6 

CAMPAIGNS  CONDUCTED 
Fire  Prevention  Week 

Junior  Fire  Department 


Operation  Save  a  Life      Clean  Up 

Campaign 
Baltimore  Fire  Brigades  Program 


IN-SERVICE  INSPECTIONS  BY  COMPANIES  . 

16,785 


17,527 


INSPECTIONS 

'S^  '55  "56  '57  '58  '59  '60  '61  '62 


<0 

i 

35 


30 


1 


25 


20 


■^1 


FIRE  INVESTIGATION  BUREAU 


INVESTIGATION  OF  FIRES 


1963 

1962 

1961 

Total  number  of  Fires  investigated  4 

,269 

4,047 

3,633 

Fires  of  Suspicious  Origin 

394 

328 

285 

Number  of  Arrests  for  Arson 

48 

54 

48 

Number  of  Convictions  for  Arson 

50 

35 

35 

Convicted  of  Juvenile  Delinquency 

55 

37 

57 

Children  under  8  years  of  age  charged  with 

malicious  mischief  for  causing  fires 

258 

325 

353 

FIRE  CASUALTIES 

Number  of  Deaths  caused  by  Fires 

47 

48 

48 

Number  of  Injuries  caused  by  Fires 

220 

240 

253 

CLASSES  OF  BUILDINGS  WHERE 
DEATHS  OCCURRED 

1963      1962  196 


CAUSES  OF  FATAL  FIRES 


Gas  Stove 

Coal  Stove 

Kerosene  Stove 

Electric  Stove  and/or  wiring 

Kerosene  Lamp 

Careless  Smoking 

Children  playing  with  matches 

Electrocution 

Not  fully  ascertained 

Incendiary 

Ignition  of  Flammable  Liquids 
Gas  Heater 

Wearing  apparel  against  electric  heater 

Suspicious 

Unattended  Food 

Incinerator 

Auto  Fire 

Unknown 


Dwellings  

Multiple  Dwellings  

Apartment  Houses  

Public  Highway  

Dry  Cleaning  Plant  

Chronic  Hospital  

Nursing  Home  

Storage  Yard  

Hotel  

Station  House  Cell  

Factory  

Automobile  

Railroad-Right-Of-Way. 

Nursery  School  

General  Hospital  

Ship  


FIRE  LOSS 

1963  $6,608,124.94 

1962   7,594,677.89 

1961   5,202,750.00 


BUILDING  FIRES 


The  modernized  fire  alarm  office— outstanding  features  are,  left  to  right,  Multi  channel  voice  actuated  recording  consoles,  switch- 
board. Operator  position  =1,  Operator  position  #2,— Watch  Desk  w/  Status  Panel  and  'On  Air'  control— Radio  Consoles— Ambulance 
Dispatcher— Box  and  Alarm  Circuits,  Test-Cross  Test  Console,  Brush  Recording  Equipment  with  Chief  Operator  Console  and  map 
console  located  in  center  of  area. 


This  view  of  the  former  facilities  of  the  fire  alarm  office 
clearly  illustrates  the  extent  of  the  modernization  pro- 
gram. The  system  was  placed  in  service  July  1,  1923. 


After  more  than  fifty  years  unfailing  service  to 
the  City  the  Fire  Alarm  System  was  replaced  by 
the  modern  transistorized  system  pictured.  The 
new  installation,  designed  and  installed  by  the 
General  Railway  Signal  Corporation  at  a  cost 
of  three  quarters  of  a  million  dollars,  is  considered 
the  most  modern  and  efficient  system  in  the 
United  States. 

This  project  included  not  only  the  modernization 
of  the  interior  facilities,  but  the  renewal  of  many 
thousands  of  feet  of  cable  and  other  lines 
throughout  the  City. 

COMMUNICATIONS       1963      1962  1961 


Box  Alarms— Actual  Emergencies  6,250 


False  Box  Alarms 
Silent  (Telephone)  Alarms- 
Actual  Emergencies 
False  Silent  Alarms 
Special  Alarms 

Total  Alarms  Dispatched 
Ambulance  Calls 


1,776 

12,862 
767 
68 


5,736 
1,542 

12,351 
581 
59 


3,385 
2,132 

10,216 
735 
64 


21,723  20,269  16,532 
37.199   33,849  32,638 


Total  Alarms  and  Ambulance 

Calls 


This  ultra-modern  repair  shop,  placed  in  service 
in  August,  1963,  greatly  enhanced  the  efficiency 
of  repair  and  maintenance  facilities  of  the  Fire 
Department.  Designed  with  utility  of  operation 
foremost  in  mind  the  $600,000  structure  houses 
all  repair,  maintenance  and  supply  functions  of 
the  Fire  Department.  Outstanding  features  include 
a  monorail  crane  system  throughout,  multi-post 
hydraulic  lifts  which  raise  an  entire  100  foot 
aerial  ladder  truck,  and  machine,  carpentry  and 
blacksmith  shop.  Upper  level  will  quarter  the 
storeroom  and  uniform  distribution  center.  This 
new  facility  replaces  the  old  shop,  shown  at  right, 
which  was  built  in  1925. 


Pumping  capacity  of  the  Fire 
Department  was  augmented 
with  the  replacement  of  two 
obsolete  pumpers  by  these 
diesel  powered  Class  A  pump- 
ers. Assigned  to  Engine  Com- 
panies 2  and  34,  they  represent 
the  first  departure  from  conven- 
tional power  in  fire  apparatus 
since  steam  pumpers  were  aban- 
doned. The  increased  power  and 
performance  plus  greater  econ- 
omy of  operation  will  measur- 
ably increase  Baltimore's  Fire 
Fighting  facilities. 


FIRE  SCHOOL 

Three  unique  phases  of  training  were  inaugur- 
ated at  Fire  School  during  1963.  Foremost  of 
this  new  training  is  the  Industrial  Fire  Brigades 
Training  Program  under  which  personnel  of  in- 
dustries throughout  Baltimore  are  given  a  short 
course  in  fire  prevention  inspection  techniques 
and  fire  fighting.  The  course  is  designed  to  train 
employees  to  recognize  and  correct  fire  hazards 
and  to  take  proper  action  should  a  fire  occur. 
Founded  and  carried  out  by  the  Fire  Prevention 
Bureau  working  in  close  cooperation  with  the 
Baltimore  Association  of  Commerce,  the  program 
has  enjoyed  tremendous  success  in  its  early 
stages. 

Important  in  the  expansion  of  training  is  the 
Marine  Training  program.  Under  supervision  of 
the  Fire  School,  personnel  of  the  Marine  Divi- 
sion are  afforded  the  opportunity  to  train  to  be- 
come licensed  Pilots  and  Engineers  aboard  the 
Department's  fleet  of  modern  fireboats.  This 
course  qualifies  aspirants  to  'sit'  for  Coast  Guard 
Licenses  in  these  highly  technical  positions.  Sev- 
eral members  of  the  Marine  Division  are  licensed 
pilots  and  engineers  as  a  result  of  this  training. 

The  Fire  Alarm  Telegraph  Line  crews  arc  often 
required  to  work  in  close  proximity  to  high  ten- 
sion electric  lines  and  other  hazards,  therefore, 
a  training  cycle  has  been  developed  in  which 
crew  members  are  -instructed  in  the  proper 
methods  of  safety,  and  rescue  and  revival  tech- 
niques for  use  in  emergencies. 


During  inclement  weather  when  emergency  operations 
permitted,  crews  of  Fire  Alarm  Line  Trucks  reported  to 
Fire  School  with  their  trucks  for  instruction  in  various 
phases  of  Linemen's  duties,  pole  line  safety  and  rescue 
methods.  Under  the  supervision  of  the  Chief  Lineman, 
Line  Foremen  and  Fire  School  personnel  a  refresher 
training  cycle  is  carried  out  throughout  the  year. 


MUNICIPAL  AMBULANCE  SERVICE-1963 


ialtiAre  city 


Constant  increase  in  demand  for  Fire  Depart- 
ment Ambulance  Service  has  resulted  in  the 
radical  re-design  of  ambulances  as  shown  above. 
The  new  units  consist  of  a  custom  built  body 
mounted  on  a  conventional  cab  and  chassis 
which  is  readily  interchangeable.  An  outstand- 
ing feature  of  the  new  design  provides  increased 
interior  area  allowing  the  attendant  to  render 
more  efficient  care  to  the  patient.  Other  im- 
provements include  a  built-in  aspirating  system 
powered  by  the  vehicle's  engine  and  an  electronic 
siren. 

Emergency  Squad  Doctor  Plan 

Through  the  cooperation  of  the  Police  Depart- 
ment and  strategically  located  hospitals,  on-duty 
doctors  are  conveyed  as  Emergency  Squad  Doc- 
tors to  the  scenes  of  accidents  and  other  emer- 
gencies where  victims  cannot  readily  be  removed 
by  ambulance  crews. 


Ambulance  No. 

Location           Number  of  Calls 

#4 

Engine  13 

4,911 

#3 

Engine  19 

4,490 

#10 

Engine  5 

4,096 

#1 

Engine  23 

3,602 

#5 

Engine  26 

3,182 

#8 

Engine  20 

3,063 

#6 

Engine  42 

2,812 

#11 

Engine  21 

2,540 

#7 

Truck  1 

2,616 

#2 

Engine  11 

2,242 

#12 

Engine  30 

2,225 

#9 

Engine  35 

1,300 

♦Mobile  Hospital  Unit 

Number  1  88 

37,199 

♦Responds  to  additional  alarms  of  fire  and 

'Emergency 

Squad  Doctor"  calls. 

Emergency  Sick — Home  and  Street 

11,316 

Emergency  Accident- 

-Home  and  Street 

10,824 

Non-Emergency 

10,720 

IVIaternity  Cases 

350 

Premature  Babies 

48 

Non-Service  (Refused,  Etc.) 

3,941 

37,199 

INFIRMARY 

1963  1962  1961 

Illnesses  Treated                       6,389  5,955  5,593 

Man-Days  lost  due  to  illness       10,090  10,328  10,472 

Line  of  Duty  Injuries  772  819  723 
Treatments  for  Line  of  Duty 

Injury  2,847  2,518  2,514 
Man-Days  lost  due  to  line  of 

duty  injury  5,659  6,185  6,309 
Average  Man-Days  lost  per  man 

for  the  year  6.1  4.8  7.8 
Deaths . .  . 

in  line  of  duty  1—2 

natural  causes  6  3  4 
Minor  operations  performed  at 

infirmary                                   20  43  56 

HIGH  PRESSURE  PUMPING 
STATION 

1963  1962  1961 

Pumps  in  Service— Hours                100^  67|  50f 

Alarms  of  Fire 

1st  Alarm                                   259  196  150 

2nd  Alarm                                    4  1  3 

3rd  Alarm                                     4  1  — 

4th  Alarm                                     1  2  1 

5th  Alarm                                     1  1  — 

6th  Alarm                                     1  5  3 


1 


FIRE  DEPARTMENT  SERVICi^ 


Company 

Alarms  Response 

Silents 

Specials 

Transfers 

Total 
Number 
of  Runs 

1 

2 

3 

4 

5 

6 

Engine  1 

1 

ioD 

77 

163 

— 

— 

377 

Engine  2 

257 

g 

g 

3 

114 

21 

2 

409 

Engine  3 

180 

2 

2 

294 

2 

2 

482 

Engine  4 

216 

]^ 

2^ 

3 

342 

43 

607 

Engine  5 

335 

g 

2 

2 

3 

230 

1 

25 

607 

Engine  6 

727 

g 

2 

g 

2 

228 

2 

- 

975 

Engine  7 

527 

10 

g 

g 

2 

2 

257 

11 

822 

Engine  8 

781 

g 

g 

2 

2 

403 

1 

8 

1211 

Engine  9 

859 

3 

3 

3 

2 

3 

302 

— 

1 

1176 

Engine  10 

130 

109 

— 

2 

241 

Engine  11 

197 

2 

2 

247 

— 

4 

453 

Engine  12 

164 

1 

3 

2 

2 

197 

1 

376 

Engine  13 

853 

g 

3 

g 

318 

2 

— 

1199 

Engine  14 

567 

2 

g 

5 

2 

427 

4 

1015 

Engine  15 

433 

g 

g 

2 

80 

530 

Engine  16 

95 

5 

1 

2 

103 

Engine  17 

90 

g 

5 

3 

73 

— 

15 

193 

Engine  18 

504 

g 

3 

3 

2 

3 

342 

2 

3 

870 

Engine  19 

769 

2 

2 

494 

3 

4 

1273 

Engine  20 

367 

2 

2 

3 

2 

448 

2 

13 

843 

Engine  21 

176 

2 

3 

267 

24 

476 

Engine  22 

219 

2 

129 

3 

21 

378 

Engine  23 

446 

5 

g 

2 

4 

.4 

101 

569 

Engine  24 

485 

-J 

2 

277 

1 

1 

776 

Engine  25 

647 

-j 

3 

2 

494 

13 

1170 

Engine  26 

g 

g 

2 

2 

91 

537 

Engine  27 

333 

g 

1 

1 

1 

80 

3 

7 

457 

Engine  28 

519 

2 

1 

4 

295 

1 

2 

839 

Engine  29 

212 

1 

2 

2 

296 

1 

31 

554 

Engine  30 

323 

2 

g 

2 

284 

3 

7 

631 

Engine  31 

338 

0 

0 
3 

L 

2 

305 

6 

8 

670 

Engine  32 

470 

14 

g 

3 

2 

2 

164 

2 

662 

Engine  33 

393 

6 

1 

4 

1 

195 

3 

5 

508 

Engine  34 

383 

4 

•5 

g 

2 

2 

209 

3 

7 

616 

Engine  35 

]^ 

2 

178 

— 

2 

475 

Engine  36 

722 

2 

2 

2 

1 

226 

3 

958 

Engine  37 

296 

a 

3 

g 

o 

2 

95 

2 

2 

414 

Engine  38 

627 

13 

7 

5 

4 

308 

— 

— 

964 

Engine  39 

70 

o 
L 

9 

— 

— 

81 

Engine  40 

155 

4 

1 

1 

1 

184 

— 

346 

Engine  41 

370 

1 

1 

232 

15 

619 

Engine  42 

210 

1 

188 

1 

6 

406 

Engine  43 

186 

3 

189 

1 

— 

379 

Engine  44 

170 

3 

2 

1 

1 

119 

6 

302 

Engine  45 

104 

1 

1 

246 

3 

2 

357 

Engine  46 

270 

6 

1 

2 

1 

2 

393 

1 

3 

679 

Engine  47 

209 

1 

4 

2 

1 

1 

139 

357 

Engine  48 

17 

2 

4 

9 

32 

Engine  49 

47 

1 

8 

56 

Engine  50 

135 

2 

2 

1 

1 

174 

315 

Engine  51 

306 

5 

2 

1 

1 

316 

631 

Engine  52 

390 

10 

2 

1 

1 

294 

3 

1 

702 

Engine  53 

148 

2 

1 

3 

1 

1 

243 

399 

Engine  54 

142 

1 

1 

198 

20 

362 

Engine  55 

290 

2 

6 

4 

2 

2 

114 

1 

6 

427 

Engine  56 

167 

149 

316 

Engine  57 

138 

95 

1 

234 

Engine  58 

347 

7 

5 

1 

1 

339 

700  . 

FIRST  TEN  ENGINE  COMPAI 
SERVICE 


1— Engine  19 

1,273 

2— Engine  8 

1,211 

3— Engine  13 

1,199 

4— Engine  9 

1,176 

5— Engine  25 

1,170 

6— Engine  14 

1,015 

7— Engine  6 

975 

8— Engine  38 

964 

9— Engine  36 

958 

10— Engine  18 

870 

fll 


TIlis  new  fire  house 
ford  Road  and  Marl^ij 
nue  was  placed  in 
in  June  of  1963.  Thie  b| 
quarters  Engine  42, 
14,  Battalion  Chief 
Ambulance  6. 


In  December  1963  tl 
house  was  placed  in | 
at  McCulloh  and  Mcf 
Streets  to  house  EnfH 
Truck  4,  Battalion 
and  Ambulance  4. 


ClUi 


'IJLATS 


COMMENDATIONS  - 1963 

MERITORIOUS  CONDUCT 

Captain  Creston  J.  Mills,  Engine  22 


Fire  Fighter  Carl  J.  Waldman,  Truck  17 


EXEMPLARY  CONDUCT 


Fire  Fighter  Saul  Bridges,  Engine  37 
Fire  Fighter  George  C.  Ray,  Engine  37 
Fire  Fighter  Michael  F.  Bonadio,  Hose  1 
Lt.  IVIelvin  F.  Kaufman,  Truck  5 
Fire  Fighter  John  F.  Flynn,  Truck  5 
Fire  Fighter  John  A.  Rozankowski,  Truck  5 
Fire  Fighter  Walter  R.  Schley,  Truck  5 
Fire  Fighter  James  F.  McCarron,  Truck  5 
Fire  Fighter  John  T.  Killian,  Jr.,  Engine  3 
Capt.  Elmer  W.  Katzenberger,  FIB 
Capt.  Carl  H.  McCommons,  FIB 
Capt.  James  C.  Crispens,  Truck  18 
Fire  Fighter  Calvin  Washington,  Truck  13 
Fire  Fighter  James  W.  Eby,  Engine  1 
Fire  Fighter  Robert  A.  Muhl,  Truck  6 
Fire  Fighter  Francis  W.  Blackstock,  Truck  3 
Fire  Fighter  Delbert  V.  Carr,  Truck  3 
Fire  Fighter  Thomas  E.  Brown,  Truck  1 
Fire  Fighter  Raymond  F.  Medicus,  Truck  1 
Fire  Fighter  Martin  P.  O'Donnell,  Truck  15 


Capt.  George  A.  Powell,  FIB 
Welder  Adam  Mulbauer,  Repair  Shop 
Welder  Allen  J.  Poole,  Repair  Shop 
Fire  Fighter  William  M.  Stewart,  Engine  11 
Fire  Fighter  Philip  J.  Joyce,  Engine  12 
Fire  Fighter  Burchard  L.  Schwabline,  Engine  2 
Fire  Fighter  Christian  P.  Addicks,  Truck  15 
Fire  Fighter  James  E.  Davis,  Truck  15 
Fire  Fighter  William  E.  Bracey,  Engine  5 
Fire  Fighter  Edward  V.  Donohue,  Engine  6 
Fire  Fighter  Franklin  J.  Walker,  Truck  5 
Fire  Fighter  Hubert  A.  Cheek,  Truck  24 
Fire  Fighter  William  J.  Erhardt,  Truck  20 
Fire  Fighter  Joseph  A.  Stewart,  Chemical  1 
Capt.  Howard  H.  Musch,  Engine  9 
Capt.  Ralph  W.  Snowman,  Truck  11 
Fire  Fighter  Herbert  G.  Barthlow,  Engine  13 
Fire  Fighter  Walter  W.  Scott,  Engine  5 
Fire  Fighter  Hance  L.  Morgan,  Truck  3 
Fire  Fighter  Frederick  L.  Fowler,  Truck  15 


Lt.  John  A.  Mueller,  Hose  5 
Fire  Fighter  John  H.  Heagy,  Engine  6 
Fire  Fighter  James  W.  Cotton,  Engine  9 
Fire  Fighter  Samuel  F.  Bosley,  Engine  1 
Fire  Fighter  Francis  M.  Krepner,  Engine  1 
Fire  Fighter  Wm.  K.  Bowen,  Truck  2 
Fire  Fighter  John  C.  Benzinger,  Truck  7 
Fire  Fighter  Charles  R.  Westervelt,  Truck  7 
Fire  Fighter  Robert  B.  Under,  Truck  7 
Fire  Fighter  Robert  Perry,  Truck  7 
Fire  Fighter  Carl  F.  Day,  Truck  1 
Lt.  Henry  W.  Smith,  Engine  24 
Fire  Fighter  Edmond  M.  Hall,  Jr.,  Engine  24 
Fire  Fighter  Lawrence  S.  Garvin,  Engine  24 
P.  0.  James  Ecker,  Engine  5 
Fire  Fighter  James  W.  Street,  Truck  3 
Lieut.  Charles  W.  Davis,  Truck  15 
Fire  Fighter  Charles  H.  Miller,  Truck  15 
Fire  Fighter  Paul  G.  Britton,  Truck  15 
Fire  Fighter  Martin  P.  O'Donnell,  Truck  15 
Fire  Fighter  Frederick  L.  Fowler,  Truck  15 


PROMOTIONS  - 1963 


Battalion  Chief 


Charles  T.  Crowley 
Charles  E.  Smith 


Captain 

Leonard  B.  Wiles 
Frank  E.  Little 
Francis  Webster 
Edward  N.  Moritz 


Lieutenant 

Philip  E.  Thomen,  Jr. 
Gustave  D.  Bartholomae 
George  R.  Brinkman 
Richard  M.  Baier 
Lester  E.  Helfrich 
Thomas  F.  Potter 
Charles  S.  Degges 
John  E.  Hochstedt 
Donald  W.  Scholi 


Pump  Operator 

Cleveland  Gillis 
Ronald  S.  Muszynski 
Leander  B.  Redmond 
Robert  D.  Nitz 
Joseph  J.  Perc 
Charles  C.  Davenport 
Donald  H.  Williams 
John  L.  Calo 
Charles  W.  Vahle 
Edward  A.  Sroka 
Stanley  J.  Sobus 
John  R.  Mixter 
Frank  Rainey 


Engineer 


RETIREMENTS  -  1963 


Lavin  H.  Tisdale 


Asst.  Engineer 

Robert  J.  Kane 


Pilot 

Richard  G.  Beatty 


Electrician 

Robert  A.  Miller 


Lineman 

Joseph  E.  Megee 


Radio  Techniciai 
Bernard  L.  Moore 


Fire  Fighter  Gustave  E.  Scharnetski,  Engine  2 
Senior  Clerk  Stenographer  Ernie  B.  Stitley,  Hq. 
Fire  Fighter  Lester  Cherry,  Headquarters 
Fire  Fighter  Charles  Pinkus,  Truck  30 
Fire  Fighter  George  A.  Schaal,  Truck  3 
Pump  Operator  John  M.  Foeller,  Engine  11 
Fire  Fighter  Joseph  G.  Mannion,  Headquarters 
Pump  Operator  Roy  0.  Rule,  Engine  27 
Fire  Fighter  Albert  C.  Volkman,  Engine  19 
Mach.  Raymond  F.  Schuchman,  Repair  Shop 
Lt.  Charles  G.  Morningstar,  Engine  18 
Lt.  Martin  L.  Novak,  Hose  2 
Pump  Operator  John  P.  Mullan,  Engine  3 
Fire  Fighter  Emmett  R.  Holthaus,  Truck  23 
A.M.E.  Samuel  E.  Starleper,  Engine  39 
Lt.  Joseph  B.  Rea,  Jr.,  Engine  53 
Fire  Fighter  Joseph  J.  Miller,  Engine  39 
Fire  Fighter  Raymond  T.  Foster,  Engine  54 
Pump  Operator  Louis  F.  Myers,  Engine  53 
Fire  Fighter  Joseph  E.  Dotterweich,  Truck  13 
Battalion  Chief  Michael  W.  Horan,  FPB 


Pump  Operator  Thomas  C.  Lombardo,  Engine  33 

Battalion  Chief  William  L.  Brown,  Marine  Division 

Fire  Fighter  George  F.  Schafer,  Engine  20 

Fire  Fighter  George  V.  Kaufman,  Truck  1 

Captain  Francis  Hines,  Fire  School 

Lt.  William  Heinecke,  FPB 

Fire  Fighter  Everette  Davidson,  Repair  Shop 

Fire  Fighter  Charles  H.  Hiltz,  Engine  37 

Pilot  Ira  F.  Zentz,  Engine  49 

Fire  Fighter  (MAS)  James  H.  Thompson, 

Engine  13,  (Amb.  4) 
Fire  Alarm  Operator  Edward  C.  Hieber, 

Fire  Alarm  Telegraph 
Fire  Fighter  John  J.  Andrews,  Engine  53 
Fire  Fighter  Carroll  M.  Donnelly,  Truck  7 
Fire  Fighter  John  J.  Wieland,  Truck  9 
Fire  Fighter  Carl  H.  Kammer,  Truck  6 
Fire  Fighter  Thomas  E.  Bowling,  Truck  24 
Fire  Fighter  Albert  G.  Hutzler,  Engine  39 
Fire  Fighter  Arthur  L.  Donnelly,  Truck  7 
Fire  Fighter  Lester  E.  Edmonds,  Truck  8 


Fire  Fighter  Carl  L.  Williams,  Engine  9 
Fire  Fighter  William  C.  Zech,  Truck  20 
Pump  Operator  James  W.  Linton,  Engine  58 
Fire  Fighter  Henry  J.  Fiedler,  Hose  1 
Capt.  Henry  0.  Wissing,  Engine  28 
Fire  Fighter  Thomas  D.  Walker,  Jr.,  Truck  7 
Fire  Fighter  Daniel  Long,  Engine  48 
Fire  Fighter  Otto  J.  Voss,  Truck  26 
Fire  Fighter  Ben  B.  Woods,  Engine  10 
Lt.  Earl  J.  Wheatley,  Engine  53 
Fire  Fighter  Ainslie  Rumney,  Hose  2 
Fire  Fighter  James  H.  Everett,  Engine  56 
Fire  Fighter  Charles  H.  Satterfield,  Engine  48 
Fire  Fighter  Edward  A.  Rominski,  Engine  48 
Fire  Fighter  Anthony  L.  Kiggins,  Engine  54 
Fire  Fighter  J.  F.  Marshall  Bachelor,  Fire  Schc 
Fire  Fighter  Jack  DiPietro,  Engine  30 
Fire  Fighter  Judson  Haynie,  Engine  35 
Fire  Fighter  Jack  E.  Cowart,  Truck  10 
Fire  Fighter  William  A.  Spencer,  Engine  32 
Pump  Operator  William  B.  Scheffel,  Engine  31 


PRAYER  FOR  FIREMEN 

O  God,  our  Heavenly  Father,  whose  blessed 
Son  came  not  to  be  ministered  unto,  but  to 
minister:  we  beseech  Thee  to  bless  all  who, 
following  in  His  steps,  give  themselves  to  the 
service  of  their  fellow  men. 

As  Thou  hast  taught  us  that  we  are  members 
one  of  another  we  ask  Thee  to  guide  and  pro- 
tect all  those  who  labor  in  wearisome  and 
dangerous  services,  and  grant  that  we  who  live 
in  comfort  and  safety  by  their  toil  may 
remember  them  with  gratitude. 


We  pray  especially  for  the  members  of  the 
Fire  Department  and  we  thank  Thee  for  their 
high  calling  in  protecting  and  saving  lives  and 
property.  Whenever  they  are  called  upon  to 
face  danger  in  the  performance  of  their  duties, 
sustain  and  encourage  them  in  the  assurance 
that  Thou  art  beside  them. 

Like  those  who  have  gone  before,  may  they 
give  and  never  count  the  cost,  fight  and  never 
heed  the  danger,  labor  and  ask  for  no  reward 
except  the  knowledge  that  they  are  serving 
Thee.  And  when  their  work  on  earth  is  done, 
grant  them  a  place  in  Thy  kingdom,  through 
Jesus  Christ  our  Lord.  Amen. 


February  25 


DECEASED  IN  DISCHARGE  OF  DUTY-1963 

Fire  Fighter  Steven  J.  Chearnye  Truck  6  

ACTIVE  MEMBERS  DECEASED —1963 

Assistant  Marine  Engineer  Walter  J.  Teller.  .  .  .  Engine  48  January  8 

Pump  Operator  Harry  W.  Johnson  Engine  10  May  22 

Lineman  Helper  Joseph  M.  Gleason  Fire  Alarm  July  3 

Fire  Fighter  Otto  G.  Panusk.\  Hose  1  August  13 

Fire  Fighter  Raymond  W.  Hintenach  Engine  54  August  19 

Fire  Fighter  James  L.  Sprucebank  Truck  9  August  28 

PENSIONED  MEMBERS  DECEASED -1963 

Fire  Fighter  William  E.  Callender  Hose  3  January  12 

Lineman  Charles  L.  Bender  F.  A.  T  February  1 

Fire  Fighter  Harry  Otto  Truck  26  February  1 3 

Captain  August  J.  Zoltowski  Engine  30  February  23 

Marine  Engineer  Milton  T.  Scott  Engine  16  March  13 

Captain  Walter  R.  Dodson  Engine  48  March  23 

Lieutenant  Harry  Clark  Engine  48  March  28 

Assistant  Marine  Engineer  Samuel  E.  Starleper.  .Engine  39  April  8 

Fire  Fighter  William  Clouspy  Truck  24  May  4 

Fire  Fighter  George  L.  Herman  Engine  52  May  14 

Pump  Operator  Henry  H.  Esslinger  Engine  38  May  19 

Lieutenant  Irvin  R.  Brown  Engine  21  June  8 

Deputy  Chief  Charles  H.  Knapp  1st  Division  June  10 

Fire  Fighter  Thomas  J.  Bowling,  Sr  Chemical  4  June  13 

Fire  Fighter  John  W.  Bates  Engine  9  July  1 

Battalion  Chief  Thomas  Mcl.  Williams  Marine  Division  July  6 

Fire  Fighter  William  C.  Anzer,  Sr  W.  T.  2  July  17 

Assistant  Marine  Engineer  Philip  J.  Knieriem.  .  .  .  Engine  16  August  20 

Lieutenant  Joseph  B.  Finnerty  Engine  45  September  1 

Fire  Fighter  Charles  E.  Wilson  Engine  13  September  2 

Fire  Fighter  Vernon  S.  Wroten  Engine  13  September  7 

Fire  Fighter  James  T.  Stacharowski  Engine  5  September  7 

Fire  Fighter  James  W.  T.  Byrne  Headquarters  October  1 0 

Engineer  Adam  Malinowski  H.  P.  P.  S  October  14 

Lineman  Albert  C.  Johnson  F.  A.  T  October  17 

Lieutenant  James  J.  Joyce  Engine  57  October  19 

Captain  Charles  H.  Schreiber  W.T.  2  October  22 

Fire  Fighter  Russell  L.  Dorsey  Truck  20  November  9 

Fire  Fighter  Fr.\nk  M.  Vaeth  Engine  26  November  13 

Pump  Operator  James  W.  Linton  Engine  58  November  20 

Fire  Fighter  Albert  H.  Blondheim  Engine  19  December  18 


PRfNTED  BY  MUNICIPAL  DUPLICATING  BUREAU 


BOARD  OF  FIRE  COMMISSIONERS 


STANLEY  SCHERR.  President 


CHARLES  A.  MASSON.  Commissioner 


JAMES  J.  LACY.  JR.,  Commissi 


JOHN  T.  O'MAILEY,  Executive  Secretarxj  JOHN  J.  KILLEN,  Chief  of  Fire  D 


GAY  AND  LEXINGTON  STREETS  BALTIMORE,  MARYLAND  21202 


To  the  Honorable  Mayor  and 
City  Council  of  Baltimore 


December  31,  1964 


Gentlemen: 

The  Board  of  Fire  Commissioners  submits  for  your  consideration  its  1964 
Annual  Report  of  the  Baltimore  City  Fire  Department. 

The  Fire  Department's  primary  goal  is  to  provide  the  highest  degree  ol 
efficiency  possible  in  fire  protection  and  ambulance  service  for  the  citizens  o) 
Baltimore. 

All  techniques  and  operational  procedures  employed  in  the  fire  and  ambu 
lance  service  are  under  constant  scrutiny  for  possible  adjustment.  Likewise,  al 
significant  developments  in  the  complex  field  of  fire  protection  are  also  sub 
jected  to  exhaustive  study  as  part  of  the  continuing  effort  to  further  improv< 
the  overall  efficiency  of  the  Baltimore  City  Fire  Department. 

New  and  greater  emphasis  was  given  fire  prevention  dxiring  the  year.  In  tht 
1964  Fire  Prevention  Contest  sponsored  by  the  National  Fire  Protection  Assa 
ciation  the  Baltimore  City  Fire  Department  was  adjudged  as  having  the  besi 
municipal  fire  safety  education  and  performance  program  in  the  Nation.  This  is  i 
highly  coveted  achievement  and  while  the  officers  and  men  of  the  Fire  Depart- 
ment are  justly  proud  of  this  most  recent  accompUshment  they  are  nevertheless 
pledged  to  continue  their  efforts  to  stimulate  fire  safety  consciousness  to  a  greatei 
degree  among  aU  citizens  and  to  do  all  within  their  means  to  make  Baltimore  t 
safer,  and  thus  a  happier  City  in  which  to  live  and  work. 

Baltimore's  industries  were  afforded  the  invaluable  opportunity  of  havinj 
their  personnel  organized  into  fire  brigades  to  be  trained  in  fire  fighting  method 
as  well  as  effective  inspection  and  other  fire  preventive  techniques.  This  pro 
gram,  carried  out  by  Fire  Department  personnel  working  in  close  cooperatioi 
with  the  Baltimore  Association  of  Commerce,  has  met  with  resounding  succea 
from  its  outset  as  evidenced  by  the  remarkable  degree  of  enthusiastic  interes 
exuded  by  the  various  industrial  managements  in  matters  relating  to  fire  pre 
vention.  Well  trained  fire  brigades  in  Baltimore's  industrial  plants  are  certain  U 
reduce  the  potential  of  a  destructive  fire  and  thus  enhance  the  overall  safety  aiu 
economy  of  the  many  thousands  of  employees  involved. 
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The  Baltimore  Counril  AFL-CIO  Unions  donated  twelve  "Iron  Heart" 
Closed  Chest  Cardiac  Compression  Units  for  use  on  each  of  the  Department's 
Ambulances,  and  the  Baltimore  Fire  Officers'  Association,  Local  964,  along  with 
the  Baltimore  Fire  Fighters'  Association,  Local  734,  donated  one  of  these  newly 
developed  life-saving  units  for  use  on  the  Department's  Mobile  Hospital  Unit. 
The  Fire  Department's  Ambulance  fleet  thus  became  the  first  in  the  Nation  to  be 
fully  equipped  with  this  invaluable  life-saving  apparatus.  These  generous  dona- 
tions indicate  the  splendid  relationship  enjoyed  by  the  Fire  Department  with 
Baltimore  s  industry  and  labor  as  well  as  the  interest  of  all  concerned  in  en- 
hancing the  efficiency  of  the  Fire  Department  Ambulance  Service. 

The  long  range  needs  of  the  Fire  Department  in  terms  of  buildings  and  other 
improvements  received  close  attention  during  the  year.  The  current  Capital  Im- 
provement Program  continued  with  the  construction  of  a  new  fire  house  at 
Eastern  and  CoUington  Avenue,  the  start  of  modernizing  the  High  Pressure 
Pumping  Station,  and  the  construction  of  a  marine  fire  station  at  the  Dundalk 
Marine  Terminal.  A  storage  building  at  the  Repair  Shop  was  completed  and 
plans  are  now  in  process  for  the  reconstruction  of  an  obsolete  fire  house  at 
Lafayette  Avenue  and  Strieker  Street. 

A  new  program  of  improvements  has  been  developed  and  submitted  which 
will  ultimately  bring  about  the  replacement  of  fifteen  buildings  in  the  jurisdiction 
of  the  Fire  Department.  These  new  buildings,  when  completed,  will  house  more 
than  thirty  companies  and  will  serve  to  improve  the  Department's  efficiency  and 
economy  of  operation. 

An  official  Fire  Department  Flag  was  adopted  and  a  Color  Guard  formed. 
Gold  braid  stripes  were  added  to  the  sleeve  of  all  Officer  uniforms  to  enhance 
their  appearance  and  make  the  various  ranks  more  recognizable. 

Much  was  done  to  improve  the  position  of  personnel  of  the  Department. 
Salary  levels  of  the  Fire  Fighter  were  increased  as  was  the  educational  require- 
ments for  appointment — both  measures  will  serve  to  attract  and  retain  the  high 
caliber  of  personnel  necessarx'  to  maintain  a  top  level  fire  department.  For  the 
first  time  in  the  105  year  history  of  the  Fire  Department  payment  was  provided 
members  for  acting  in  positions  of  higher  salary  grade  in  the  absence  of  regularly 
assigned  personnel. 

Profound  gratitude  and  appreciation  is  expressed  to  the  Officers  and  Men  of 
the  Fire  Department  for  the  excellence  with  which  they  performed  their  duty 
throughout  the  year.  Their  great  courage,  loyalty  and  devotion  to  duty  enable 
Baltimore  to  enjoy  the  protection  of  one  of  America's  finest  Fire  Departments. 

The  continued  generous  support  of  the  City  Administration,  the  Press, 
Radio  and  Television  industries,  the  Buff  Clubs  and  many  civic  and  improve- 
ment associations  is  acknowledged  with  heartfelt  appreciation. 

Respectfully  submitted, 

BOARD  OF  FIRE  COMMISSIONERS 

Stanley  Scherr,  President 
Charles  A.  Masson,  Commissioner 
James  J.  Lacy,  Jr.,  Commissioner 
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1964 

1963 

1962 

FIRES: 

Dwellings 

4,701 

4,767 

5,012 

Commercial  &  Industrial  Establishm 

ents  1,913 

1,697 

1,435 

All  other 

7,508 

7,513 

7,185 

Total  Fires 

14,122 

13,779 

13,632 

FIRE  LOSS                       $4,855,840.15      $6,608,124.94  $7,594,677.89 

Citizens  killed  by  fires 

70 

47 

48 

Citizens  injured  by  fires 

253 

220 

240 

Number  of  fires  investigated 

4,262 

4,269 

4,047 

Fires  of  suspicious  origin 

360 

394 

328 

Convictions  for  Arson,  Juvenile 

Delinquency  &  Malicious  Mischief 

425 

363 

397 

FIRE  PREVENTION  INSPECTIONS 

32,132 

34,333 

33,402 

''In  Service"  Dwelling  Inspections 

17,548 

16,785 

17,527 

Hospital,  School  and  other 

Institutional  Inspections 

912 

552 

724 

COMMUNICATIONS 

Box  Alarms — Actual  Emergencies 

6,013 

6,250 

5,736 

Silent  (Telephone)  Alarms 

13,868 

12,862 

12,351 

False  Box  Alarms 

1,915 

1,776 

1,542 

False  Silent  Alarms 

1,107 

767 

581 

Special  Alarms 

58 

68 

59 

Total  Alarms  Dispatched 

22,961 

21,723 

20,169 

FIRE  SCHOOL 

Basic  Trainees 

84 

120 

59 

Refresher  Training- 

Units  Attending 

587 

606 

516 

Members  Attending 

3,135 

3,191 

3,050 

Driver  Training- 

Units  Attending 

263 

246 

400 

Members  attending 

1,471 

1,306 

1,763 

Industrial  Fire  Brigade 

Short  Course  attended  by— 

1,027 

195 

_ 

C.  D.  Auxiliary  Fire  Fighters  Trained 

26 

24 
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Mlf^U   PorCQUQP  PIIMPINf?  CTATinN 
mun  ~nbOOLinc  rwivini^vi  oimiiwi^ 

Pumps  in  Service  (Hours) 

62% 

1001/4 

673/4 

1st  Alarms 

216 

259 

196 

2nd  Alarms 

4 

1 

3rd  Alarms 

2 

4 

1 

4th  Alarms 

1 

2 

5th  Alarms 

1 

1 

1 

6th  Alarms 

1 

5 

MULTIPLE  ALARMS               1964     1963  1962 

1964  1963 

1962 

2nd  Alarms      46        40  46 

7th  Alarms 

2 

3rd  Alarms        6        16  22 

8th  Alarms 

1 

4 

4th  Alarms        7         9  4 

9th  Alarms 

1 

5th  Alarms        1         4  2 

10th  Alarms 

6th  Alarms        2         5  7 

11th  Alarms 

1 

12th  Alarms 

5 

AMBULANCE 

1964 

1963 

1962 

Emergency  Ambulance  Runs 

22,768 

22,538 

20,069 

Maternity  Cases 

278 

350 

369 

Premature  Babies 

30 

48 

31 

Non-Emergency  Runs 

10,048 

10,720 

10,299 

Non-Service  Runs  (Refusals  etc.) 

4,510 

3,941 

3,481 

Total  Ambulance  Runs 

37,628 

37,199 

33,849 

Response  Of  Mobile  Hospital  Unit 

64 

88 

97 

Emergency  Squad  Doctor 

10 

6 
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fire  prevention  bureau 

Fire  Prevention  activity  during  1964  surpassed  all  previous  years 
in  intensity.  The  various  programs  formulated  and  executed  by 
the  Fire  Prevention  Bureau  were  designed  to  fulfill  a  twofold 
purpose  conveying  the  vital  need  for  developing  good  fire  pre- 
vention habits;  and  reaching  the  maximum  number  of  people  in 
all  phases  of  community  life.  The  effectiveness  of  the  operations  of 
the  Fire  Prevention  Bureau  was  recognized  nationally  when  the 
National  Fire  Protection  Association  selected  Baltimore  to  receive 
the  'Grand  Prize'  award  in  its  1964  Annual  Fire  Prevention  Con- 
test. Baltimore  was  adjudged  as  having  the  best  municipal  fire 
safety  education  and  performance  program  in  the  United  States. 
In  competition  with  two  hundred  and  eight  communities  from  all 
over  the  United  States,  Baltimore  was  acclaimed  number  one  for 
its  excellence  in  fire  prevention  activities.  This  citation  was  not 
easily  won.  Each  entry  was  carefully  studied  by  a  panel  of  experts 
in  the  field  and  judged  upon  its  individual  merit. 
Another  important  phase  of  fire  prevention  operations  involves 
the  Baltimore  Fire  Brigade  Program.  Sponsored  jointly  by  the 
Baltimore  Metropolitan  Chamber  of  Commerce  and  the  Fire 
Department,  the  program  provides  the  means  for  training  of 
industry  personnel  in  the  proper  methods  of  fire  fighting  tech- 
niques. So  trained,  the  personnel  of  a  brigade  not  only  are  pro- 
ficient in  spotting  fire  hazards  by  inspection,  but  are  trained  to 
take  proper  immediate  action  should  a  fire  occur  until  the  Fire 
Department  reaches  the  scene. 

The  Brigade  program  offers  extensive  protection  against  the 
threat  of  industrial  fires  and  the  disastrous  results  for  both  man- 
agement and  employees. 

fire  investigation  bureau 

The  operations  of  the  Fire  Investigation  Bureau  comprise  the 
investigation  of  all  suspicious  fires  and  all  fires  involving  death 
or  injury  and  those  involving  buildings.  The  complex  nature 
of  these  investigations  requires  the  joint  resources  of  the  Fire 
Department,  Police  Department,  and  the  F.B.I,  on  occasion. 
Many  details  must  be  sifted  by  the  investigator  in  order  to  obtain 
a  clear  picture  of  the  origin  of  a  fire.  Supporting  him  in  his  activity 
are  many  scientific  means  of  analysis  and  evaluation  enabling 
him  to  establish  with  certainty  the  cause  of  a  fire.  From  the  cir- 
cumstances surrounding  this  study  the  seasoned  investigators  of 
this  Bureau  proceed  methodically  toward  their  conclusion  of  each 
investigation.  Should  a  particular  fire  appear  to  be  of  suspicious 
origin  this  procedure  is  expanded  to  carefully  study  each  person 
concerned  with  a  fire  until  the  evidence  produced  connects  the 
origin  of  a  fire  to  a  particular  suspect.  Working  in  close  con- 
junction with  the  Police  Department  suspects  are  interrogated, 
evidence  gathered  and  quite  often  the  case  is  culminated  in  a 
charge  of  arson  being  preferred.  The  case  is  then  turned  over  to 
the  State's  Attorney  for  prosecution.  Throughout  this  phase  the 
Fire  Department  Investigator  continues  to  work  closely  with 
representatives  of  these  other  agencies  and  offers  testimony  in 
Court.  It  is  to  be  emphasized  that  every  fire  involving  injuries, 
fatalities  or  buildings  is  investigated.  Those  of  apparent  accidental 
origin  are  screened  so  that  proper  preventive  meEisures  might  be 
developed  to  guard  against  repetition  of  fires  of  that  nature. 
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high  pressure  pumping  station 

After  unfailing  service  since  its  construction  in  1912  the  High 
Pressure  Pumping  Station  of  the  Fire  Department  is  being 
modernized.  The  obsolete  steam  powered  pumping  facilities  are 
being  replaced  with  modern,  rnore  efficient  and  economical  elec- 
trically powered  pumping  facilities.  The  contract  for  these  ex- 
tensive renovations  was  let  in  the  fall  of  1964  and  construction 
and  other  work  commenced  soon  after.  Now  in  progress,  the 
project  will  cost  more  than  a  quarter  of  a  million  dollars  ?rhd  will 
provide  the  Fire  Department  with  the  high  pressures  required  for 
fire  fighting  within  the  central  or  high  value  distict  of  the  City. 
In  conjunction  with  the  project  various  other  alterations  are  being 
made  which  will  eliminate  the  direct  connections  to  harbor  water 
as  a  source  of  supply  and  the  fire  boat  connections  which  were 
formerly  available  at  the  Pratt  Street  piers. 

The  new  pumping  station  facility  will  provide  for  the  same  pump- 
ing capacity  as  in  the  past  but  by  means  of  a  more  efficient  and 
economical  electrically  driven  system.  Also  designed  into  the  new 
station  will  be  a  complete  remote  control  room  providing  constant 
monitoring  of  all  pumping  functions.  Certain  other  major  changes 
to  the  City's  water  distribution  system  are  being  accomplished  in 
connection  with  the  project  which  will  enable  the  City's  Domestic 
System  to  give  the  station  two  sources  of  supply.  To  eliminate  the 
possibility  of  electrical  failure  rendering  the  station  out  of  service, 
power  will  be  supplied  to  the  station  from  three  sources  each  quite 
distant  from  the  other.  The  project  is  expected  to  be  completed 
in  1965,  with  service  being  maintained  on  an  uninterrupted  basis 
through  phasing  of  construction  activity. 

repair  shop 

Repair  and  maintenance  activities  of  the  Fire  Department  are 
carried  out  by  the  staff  of  the  Repair  Shop  which  is  charged  with 
the  vitally  important  task  of  sustaining  operations  of  the  Depart- 
ment's fleet  of  more  than  two  hundred  vehicles  and  fleet  of  five 
boats.  The  complex  nature  of  repair  functions  covers  many  phases 
of  the  mechanical,  electrical,  and  hydraulic  crafts.  In  addition  to 
maintaining  the  vehicles,  all  equipment  repair  requirements  are 
filled  by  the  Repair  Shop.  The  High  Pressure  System  is  also  main- 
tained by  the  shop  staff. 

A  notable  achievement  of  the  Repair  Shop  in  1964  was  the  con- 
struction of  a  special  high  expansion  foam  unit  which  was  placed 
in  active  service.  The  project  involved  the  extensive  modification 
of  a  truck  to  accommodate  the  foam  generator  and  the  many 
implements  and  auxiliary  devices  necessary  for  its  operation. 
A  preventive  maintenance  program  was  inaugurated  during  the 
year  which  provides  for  each  vehicle  to  report  to  the  shop  by  a 
predetermined  plan  for  servicing  and  repair  as  needed.  This 
plan  has  been  in  operation  for  a  relatively  short  time  and  already 
it  has  become  apparent  that  its  value  is  unlimited.  Mechanical 
failures  in  quarters  and  on  fire-ground  have  been  drastically  re- 
duced since  the  inception  of  the  plan  and  even  greater  reductions 
are  anticipated  in  the  future. 

These  functions  are  carried  out  in  the  Department's  recently  re- 
constructed Repair  Shop  at  1407  Key  Highway  a  site  ideally 
suited  to  the  needs  of  the  Department  since  it  provides  easy 
access  by  land  and  water. 


fire  alarm 


Fire  Alarm  and  communkations  are  considered  a  vital  segment  of 
the  overall  operations  of  the  Fire  Department.  Receipt  and  dis- 
patch of  Alarms  of  Fire,  requests  for  ambulance  service,  plus  other 
emergency  assistance  are  channeled  thorough  the  modern  central 
dispatch  office  of  the  Fire  Alarm  Telegraph  Division.  The  emer- 
gency nature  of  the  majority  of  this  traffic  demands  unstinting 
accuracy  and  speed  which  must  be  provided  in  order  to  properly 
cope  with  these  emergencies.  Coordinalion  and  communication 
between  units  in  the  tield  is  of  utmost  importance.  Rapid  com- 
munication between  the  units  at  the  scene  of  a  fire  or  other  emer- 
gency can  be  instrumental  in  limiting  the  extent  of  a  fire  by  con- 
tributing to  more  rapid  and  efficient  fireground  operations.  The 
operation  and  maintenance  of  this  vast  complex  of  communication 
equipment  and  other  facilities  encompasses  a  task  of  mammouth 
proportion.  Constant  changes  and  additions  to  the  system  are 
required  in  order  to  provide  the  most  rapid  and  efficient  fire 
reporting  and  communications  system  available. 

fire  school 

The  Fire  School  of  the  Baltimore  City  Fire  Department  maintains 
its  designation  as  one  of  the  Nation's  outstanding.  A  curriculum 
ranging  from  basic  training  in  fire  fighting  and  rescue  techniques 
through  radiological  monitoring  is  offered  personnel  of  the  De- 
partment. Special  schools  for  company  refresher  training  are  con- 
ducted on  a  regular  basis  with  all  members  of  each  company 
attending  on  a  required  basis.  Sessions  in  fire  fighting  evolutions, 
driving  and  pumping  operations  are  conducted.  School  for  all 
Officer  personnel  is  conducted  in  planning,  evolutions  and  matters 
of  special  interest  wliich  they  may  encounter  in  the  course  of  their 
duties.  Likewise  schools  are  conducted  for  pump  operators  which 
present  unusual  problems  which  might  be  encountered  on  fire- 
ground.  The  entire  training  and  re-training  program  is  designed  to 
prepare  each  member  of  the  Department  to  function  to  the  fullest 
extent  of  his  ability  The  training  facilities  of  the  Fire  School  have 
been  given  an  important  role  in  the  Industrial  Fire  Brigade 
Program.  Personnel  of  industry  are  given  a  specialized  course  in 
fire  fighting,  fire  fighting  tools  and  implements  by  the  staff  of  the 
School.  After  being  organized  and  trained  to  a  degree  by  personnel 
of  the  Fire  Prevention  Bureau,  the  Brigade  members  report  to  the 
school  for  indoctrination  in  the  proper  methods  of  dealing  with 
actual  fires  under  varying  circumstances. 

marine  division 

The  four  fireboats  of  the  Marine  Division  of  the  Fire  Department 
bear  the  burden  of  protecting  the  sprawling  world  port  of  Balti- 
more against  fire.  The  fleet  of  modern  diesel  driven  fireboats  is 
being  complemented  at  present  by  the  construction  of  a  unique 
marine  fire  station  at  the  Dundalk  Marine  Terminal  of  the 
Maryland  Port  Authority.  This  station  is  unique  in  that  it  pro- 
vides for  possible  future  expansion  which  at  minimum  cost — will 
allow  for  an  engine  company  and  truck  company  to  be  located  in 
the  same  building.  The  new  structure  which  will  be  dedicated  in 
the  spring  of  1965  will  replace  antiquated  quarters  which  are  no 
longer  suited  for  the  crew  of  the  Fire  Boat  August  Emrich. 


infirmary 


The  Fire  Department  again  enjoyed  the  enviable  position  among 
City  agencies  as  the  Department  with  the  least  amount  of  time 
lost  due  to  illness  and  non-line  of  duty  injury.  Responsible  for  this 
favorable  report  in  great  measure  is  the  operation  of  theDepart- 
ment  Infirmary.  Located  on  the  second  floor  of  a  Fire  House  at 
14  S.  Gay  Street,  the  Infirmary  allows  the  Fire  Department  Staff 
of  Physicians  to  treat  and  care  for  nearly  all  types  of  illness.  The 
Infirmary  is  equipped  with  many  modern  facilities  for  the  diag- 
nosis and  treatment  of  the  sick.  An  E.K.G.  Unit  is  provided. 
Supplementing  the  routine  Infirmary  services  are  those  of  the 
Mobile  Hospital  Unit.  This  modern  fully  equipped  vehicle  responds 
to  all  second  alarm  or  greater  fires,  emergency  squad  doctor 
assignments,  as  well  as  other  emergencies.  The  vast  array  of 
equipment  aboard  enables  the  Department  Doctors  to  render 
extensive  aid  to  casualties  in  the  field. 


ambulance  service 


The  Fire  Department  Ambulance  Service  responded  to  a  record 
number  of  requests  for  ambulance  service  during  1964.  The 
Department's  twelve  first  line  ambulances  responded  to  37,628 
calls  for  ambulance  service. 

Through  a  generous  donation  by  the  Baltimore  Council  AFL-CIO 
Unions  the  Fire  Department's  Ambulances  were  equipped  with  a 
vital  new  piece  of  life-saving  apparatus.  Each  ambulance  was  pro- 
vided with  an  'Iron  Heart'  Closed  Chest  Cardiac  Compression 
unit  at  no  cost  to  the  taxpayers.  This  unprecedented  donation  on 
the  part  of  the  organized  labor  unions  of  the  Baltimore  Area  was 
acknowledged  with  deep  appreciation  by  the  Board  and  every 
member  of  the  Fire  Department.  Through  this  most  humane 
gesture  Baltimore's  ambulances  became  the  first  in  the  Nation  to 
be  completely  equipped  with  the  ultimate  in  life  saving  resources. 
The  light-weight  gas  operated  unit  is  carried  in  all  ambulances  and 
can  be  placed  in  operation  by  the  thoroughly  trained  crew  in  a 
relatively  short  time.  The  units,  manufactured  by  the  Westing- 
house  Electric  Corporation,  provide  a  means  to  administer  closed 
chest  cardiac  compression  which  is  automatically  controlled 
thereby  providing  use  of  the  technique  in  a  safer  more  efficient 
manner.  Supplementing  this  action,  the  Baltimore  Fire  Fighters' 
Association  Local  734  and  Baltimore  Fire  Officers  Association 
Local  964  donated  an  'Iron  Heart'  for  use  on  the  Fire  Department 
Mobile  Hospital  Unit. 

These  actions  are  considered  by  the  Board  to  be  outstanding 
demonstrations  of  the  fine  relationship  enjoyed  by  the  Fire  De- 
partment with  organized  labor. 
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INFIRMARY 

1964 

1963 

1962 

Line  of  Duty  Injuries  treated  at 

Department  Infirmary 

825 

772 

819 

Illnesses  Treated 

7,044 

6,389 

5,955 

Average  man  days  lost  to  Injury  &  Illness 

8.07 

6.1 

4.8 

Deaths  in  Line  of  Duty 

0 

1 

0 

Death  from  Natural  Causes 

7 

6 

3 

Minor  surgery  performed  at  Dept. 

Infirmary 

41 

20 

43 

commendations -1964 

MERITORIOUS  CONDUCT 

Lt.  Thomas  M.  Bailey,  Truck  11 

Fire  Fighter  John  E.  Henry,  Jr.,  Truck  11 

Fire  Fighter  Melvin  J.  Brown,  Truck  11 

Fire  Fighter  James  M.  Eby,  Engine  1 

Fire  Fighter  (MAS)  James  T.  Almoney,  Engine  21 

Fire  Fighter  (MAS)  Robert  Dawson,  Engine  21 

Fire  Fighter  Donald  E.  Thompson,  Truck  29 

Fire  Fighter  Richard  V.  Stein,  Sr.,  Engine  27 


EXEMPLARY  CONDUCT 

Capt.  Carroll  J.  Graleski,  Truck  16 

Fire  Fighter  John  J.  Mascan,  Truck  11 

Fire  Fighter  Patrick  A.  McCarthy,  Truck  11 

Fire  Fighter  William  H.  Thompson,  Jr.,  Truck  23 

Fire  Fighter  (MAS)  Robert  F,  Sauerhoff.  Engine  35 

Fire  Fighter  (MAS)  Charles  H.  Lacher,  Engine  35 

Captain  Ralph  W.  Snowman,  Truck  11 

Fire  Fighter  Earl  B.  Jordan,  Truck  11 

Fire  Fighter  Joseph  P.  Baker,  Truck  11 

Fire  Fighter  David  J.  Hare.  Truck  11 

Fire  Fighter  Thomas  E.  Frazier,  Truck  7 

Lt.  Martin  L.  Novak.  Truck  11 

Fire  Fighter  Daniel  F.  O'Malley,  Truck  11 

Fire  Fighter  John  E.  Henry.  Jr..  Truck  11 

*Lt.  James  A.  Evans,  Jr.,  Truck  24 

Fire  Fighter  Bernard  Jaworski.  Truck  20 

Fire  Fighter  Walter  A.  Middleton,  Truck  20 

Fire  Fighter  John  F.  Harris,  Truck  20 

Lt.  Walter  S.  Wilson,  Engine  42 

Fire  Fighter  Christian  P.  Addicks.  Truck  15 

Fire  Fighter  Leslie  W.  Davis,  Engine  9 

Fire  Fighter  (MAS)  Robert  Dowson,  Engine  21 

Fire  Fighter  (MAS)  James  T.  Almoney.  Engine  21 

Fire  Fighter  Matthew  C.  Goodwyn,  Engine  36 

Lt.  Richard  M.  Baier,  Truck  17 

Fire  Fighter  John  M.  Hamer.  Truck  24 

Captain  Anthony  A.  Spann,  F.l.B. 


Fire  Fighter  Raymond  H.  Schultz,  Truck  24 

Fire  Fighter  Theodore  M.  Slattery.  Engine  25 

Fire  Fighter  James  J.  Murphy,  III,  Truck  5 

Fire  Fighter  Charles  R.  Meurer.  Truck  5 

Fire  Fighter  Thomas  E.  Curley.  Truck  5 

Fire  Fighter  Paul  L.  Carlyle,  Truck  5 

*Capfain  William  C.  Kesting.  Truck  5 

Fire  Fighter  Ernest  K.  Dierksen,  Engine  20 

Fire  Fighter  Timothy  P.  Lyons,  Truck  14 

Fire  Fighter  William  H.  Crispens,  Jr„  Truck  17 

Lt.  Fred  R.  Schwartz.  Jr.,  Engine  20 

Fire  Fighter  John  R.  Griffith,  Truck  18 

Fire  Fighter  James  E.  Britton,  Truck  18 

Fire  Fighter  (MAS)  Edward  L.  Kestler,  Engine  26 

Fire  Fighter  Richard  E.  Harper,  Engine  26 

Captain  George  A.  Powell,  FIB 

Lt.  Adam  F.  Stacharowski,  F.P.B. 

Lt.  Thaddeus  V.  Pasek,  Engine  19 

Fire  Fighter  Donald  J.  Hauf.  Engine  19 

*Fire  Fighter  Charles  J.  Johnson,  Truck  5 

*Fire  Fighter  John  E.  Anderson,  Truck  5 

Fire  Fighter  William  W.  Frazier,  Truck  5 

Fire  Fighter  John  A.  Bohon,  Truck  5 

Fire  Fighter  Charles  J.  Johnson.  Truck  5 

Fire  Fighter  Thomas  B.  Schreiner,  Truck  5 

Fire  Fighter  Goerge  C.  Betz,  Jr.,  Engine  19 

Fire  Fighter  (MAS)  Frank  T.  Salefski.  Sr.,  Engine  23 

Fire  Fighter  (MAS)  Ernest  0.  Trimper,  Jr.,  Engine  23 


'Two  Commendations 


promotions-1964 


BATTALION  CHIEF 

Bert  V.  Bedford,  Jr. 
John  H.  Schaefer,  Jr. 

CAPTAIN 

Frank  R.Miller 
John  C.  Richter 


CAPTAIN 


Peter  J.  O'Connor,  Jr. 
Charles  A.  Mueller 
Joseph  F.  Hasson 
Howard  L.  Rosewag 
George  A.  Widerman.  Jr 
John  F.  Harrington 
Kenneth  A.  Robinson 


Joseph  A.  Mirabile 
William  L.  Hunt 
Joseph  A.  Spadaro 
Paul  F.  Fox 
William  J.  Forrest 
Charles  S.  Cornell 
Leonard  J.  Haywood,  Jr. 


(continued  next  page) 


promotions -1964  mi 
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LIEUTENANT 

Leroy  R.  Hillary 
iVlartin  Kleinsmith,  Jr 
Carl  J.  Kleebauer 
Charles  C.  Crovo 
Ronald  J.  Muszynski 
Joseph  J,  Perc 
Louis  R.  Harper 
Kenneth  R.  Wick 
Samuel  Hoffman 
Ralph  Ashbrook 
John  F,  Scally 
Robert  E.  Holland 
Kenneth  L.  Schutz 
Frederick  J.  Baber 
Gerard  A,  Fischer 
Frank  Rainey 
John  M.  Wolf,  Jr. 
Stephen  T.  Nowowiejski 
Thomas  J.  Baginski 
Harry  A.  Reese,  Jr. 
Francis  E.  Dolan 


DO  mi  Qimim 


PUMP  OPERATOR 

ASST.  ENGINEER 

Thomas  J.  Bagmski 

Robert  T.  Baughman 

John  R.  Frazier 

PILOT 

Charles  W.  Immel 

Charles  W.  lampiene 

Frank  Mate 

George  E.  iVIoeller,  Jr. 

James  C.  Grainson 

Charles  L,  Ecker 

LINEMAN  FOREMAN 

Lawrence  0.  Wmterling 

John  T.  Murray 

Earl  G.  Booth 

Edward  N.  Luckert 

LINEMAN 

Lawrence  J.  Pully 

Robert  H.  Fisher,  Jr. 

Clarence  M.  Schaub 

Elias  R.  Schillmg 
David  Pipkin.  Jr. 

ASSISTANT  LINEMAN 

Donald  C.  ^out 

Paul  L.  Hartsock 

Michael  T.  Savino,  Jr. 

Clarence  M.  Schaub 

[IS 


STMiMEMiMMi  rGtironiGnts — 1964 


Fire  Fighter  George  W.  McAleer,  Sr ,  Engine  30 
Captain  John  P.  Weinknecht,  Jr ,  Engine  53 
Fire  Fighter  Fred  M.  R.  Jacobs.,  F.A.T. 
Fire  Fighter  Edward  F.  Eriine,  Truck  14 
Machinist  Thomas  J. A.  Walsh,  R.S. 
Lieutenant  John  N.  Lynch,  Truck  30 
Lineman  Thorvald  Steen,  F.A.T. 
Lineman  Foreman  Michael  H.  Ogier,  F.A.T. 
Battalion  Chief  Walter  A.  Broil,  Marine  Div, 
Pump  Operator  Joseph  C.  Harvey,  Hose  5 
Fire  Fighter  Emil  Studz,  Truck  17 
Fire  Fighter  Floyd  Musk,  Chemical  2 
Lieutenant  Harry  S,  White,  Engine  53 
Pump  Operator  Charles  H.  Thelen.  Engine  41 
Fire  Fighter  David  McL.  Higdon,  Engine  21 
Fire  Fighter  James  J.  Dieter,  Jr.,  Truck  11 
Fire  Fighter  Harry  N.  Imhoff,  Engine  36 
Fire  Fighter  Lofland  P.  Griffith,  Truck  1 
Fire  Fighter  Milton  J.  Potter,  Sr.,  Truck  5 
Pump  Operator  Emory  G.  Harvey,  Engine  46 
Lieutenant  Joseph  H.  Edier,  Truck  12 
Fire  Fighter  James  W.  Kopf,  H.P.P.S. 
Asst.  Engr.  George  J.  Nagengast,  Jr.,  H.P.P.S. 
Fire  Fighter  Adolf  J.  Huse,  Truck  30 
Pump  Operator  Stainislaus  Brozowicz,  Engine  50 
Fire  Fighter  Albert  C.  Ellis,  Truck  14 


Pilot  William  M.  Jarrett,  Engine  39 

Lieutenant  John  M,  Clopein.  Engine  17 

Pump  Operator  William  B.  Scheffel,  Engine  31 

Captain  Edgar  W.  Tuckey.  Engine  26 

Fire  Fighter  John  G.  Everett.  H.P.P.S. 

Fire  Fighter  Frank  S.  Cincotta,  Engine  16 

Captain  Joseph  H.  Michel,  Engine  32 

Fire  Fighter  Thomas  A.  Hall,  Engine  56 

Fire  Fighter  Elmer  J.  Gunkel,  Engine  42 

Fire  Fighter  Conrad  Reif,  Chemical  1 

Fire  Fighter  Edward  F.  Erline,  Truck  14 

Asst.  Mgr.  Engr,  Millard  T.  Hart  .Engine  49 

Captain  Henry  J.  Kersch.  Hose  1 

Fire  Fighter  Edward  P.  Shaffer.  Truck  9 

Fire  Fighter  James  I.  Rooney,  Truck  5 

Captain  Melvin  R.  Jenkins,  Truck  20 

Fire  Fighter  Charles  T.  Eichelberger,  F,A.T. 

Captain  George  J,  Gonder,  Engine  42 

Fire  Fighter  John  F.  Burdynski,  Engine  16 

Fire  Fighter  Joseph  D,  Harrington.  Hose  5 

Lieutenant  Charles  J,  Wuntz,  Jr.,  Engine  58 

Fire  Fighter  Ernest  K.  Dierksen,  Engine  20 

Captain  Christopher  W.  McComas.  Truck  25 

Fire  Fighter  (MAS)  Michael  J.  Denzlein,  Truck  14 

Captain  John  H.  Kilmore.  Truck  27 

Fire  Fighter  (MAS)  Marvin  T.  Burkindine,  Engine  26 


CD 


i:tive  members  deceased 

Battalion  Chief  IVlichael  M.  Mackin 
Fire  Fighter  George  P.  Wood 
Captain  Joseph  C.  Ruffing 
Captain  Frank  C.  IVIcCarron 
Captain  Richard  H.  Davis 
Captain  Benjamin  D.  Roscoe 
Fire  Fighter  (MAS)  William  A.  Hook 

ENSIONED  MEMBERS  DECEASED 

Fire  Fighter  Stephen  Socha 
Fire  Fighter  Wilbur  P.  Kahler 
Pump  Operator  Charles  K.  Childress 
Pump  Operator  Jacob  E.  Meyers 
Lieutenant  John  N.  Lynch 
Fire  Fighter  William  M.  Hirt 
Fire  Fighter  Richard  H.  White 
Deputy  Chief  Clarence  W.  Smith 
Fire  Fighter  George  C.  Kintop 
Pump  Operator  Warren  Jackson 
Asst.  Engineer  Howard  Solloway 
Lieutenant  Charles  Stroheker 
Captain  Charles  Daughtrey 
Captain  Clamore  W.  Dankmeyer 
Fire  Fighter  Luther  M.  Harrison 
Chief  Fire  Alarm  Opr. 

George  E.  Megee 
Captain  Edgar  W.  Tuckey 
Fireman-Water  Tender 

Richard  J.  Penman 
Fire  Fighter  Frank  H.  Rumbell 
Fire  Fighter  John  F.  Davidson 
Engineer  Joseph  R.  Shea 
Fire  Fighter  Waldemar  Hallin 
Fire  Fighter  Joseph  M.  Hildebrand 
Fire  Fighter  John  H.  Jacobs 
Captain  John  P.  Weinknech.,  Jr. 
Fire  Fighter  Karl  R.  Kendall 
Lieutenant  Jacob  Weitzel 
Lieutenant  John  M.  Murphy 
Fire  Fighter  Leonard  L.  Sachs 
Fire  Fighter  Joseph  H.  Fuchs,  Sr. 
Captain  Charles  H.  Strahler 
Mr.  J.  Marshall  Boone 
Fire  Fighter  Charles  E.  L.  Hughes 


B.C 
Engine  23 
Engine  31 
F.P.B. 
Trusk  19 
F.P.B. 
Engine  21 


Truck  15 
Engine  13 
Engine  36 
Engine  2 
Truck  30 
Hose  5 
Engine  53 
1st  Div. 
Engine  48 
Engine  40 
Pumping  Station 
Water  Tower  1 
Truck  18 
Truck  7 
Engine  54 

F.A.T. 
Engine  26 

Engine  26 
Engine  22 
Truck  8 
H.P.P.S. 
Engine  48 
Engine  54 
Engine  32 
Engine  53 
Engine  36 
Engine  51 
Engine  15 
Truck  1 
Engine  19 
Engine  17 

Former  Commissioner 
Engine  19 


January  18 
March  11 
April  11 
May  2 

September  22 
November  11 
November  22 


January  18 
January  27 
February  3 
February  3 
February  19 
February  23 
March  29 
March  29 
April  8 
April  14 
April  15 
April  28 
May  11 
June  7 
July  11 

July  14 
August  15 

August  15 
September  4 
September  9 
September  17 
September  18 
October  2 
October  27 
November  11 
November  20 
November  23 
November  24 
November  25 
December  4 
December  11 
December  14 
December  18 


PRAYER  FOR  FIREMEN 

O  God,  our  Heavenly  Father,  whose  blessed 
Son  came  not  to  be  ministered  unto,  but  to 
minister;  we  beseech  Thee  to  bless  all  who, 
following  in  His  steps,  give  themselves  to  the 
service  of  their  fellow  men. 

As  Thou  hast  taught  us  that  we  are  members 
one  of  another  we  ask  Thee  to  guide  and  pro- 
tect all  those  who  labor  in  wearisome  and 
dangerous  services,  and  grant  that  we  who  live 
in  comfort  and  safety  by  their  toil  may 
remember  them  with  gratitude. 


We  pray  especially  for  the  members  of 
Fire  Department  and  we  thank  Thee  for  i  ' 
high  catling  in  protecting  and  saving  lives  ' 
property.  Whenever  they  are  called  upon 
face  danger  in  the  performance  of  their  du 
sustain  and  encourage  them  in  the  assur,. 
that  Thou  art  beside  them. 

Like  those  who  have  gone  before,  may- 
give  and  never  count  the  cost,  fight  and  "< 
heed  the  danger,  labor  and  ask  for  no  rc-^ 
except  the  knowledge  that  they  are  ser\ 
Thee.  And  when  their  work  on  earth  is  d. 
grant  them  a  place  in  Thy  kingdom,  thrc 
Jesus  Christ  our  Lord.  Amen. 
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baltimore.  board  of  fire  commissioners. 

report;- 


^    MtBsing-t  1966/67 

S>iJ       in c iit  c/# in    /9&  7/^  ^  ) 


S  T  A 


1/1/66 

7/1/66 

to 

to 

FIRES: 

1965 

6/30/66 

6/30/67 

Dwellings 

4,618 

2,805 

4,436 

Commercial  and  Industrial  Establishments 

2,902 

626 

892 

All  other 

6,827 

3,553 

9,010 

14,347 

6,984 

14,338 

El  D  e    ■  ACC 

rlRc  LUbd 

1965 

3,973,608.51 

1/1/66  to  6/30/66 

4,874,823.56 

7/1/66  to  6/30/67 

5,787,089.30 

7/1/67  to  6/30/68 

5,846,566.86 

AMBULANCE: 

Emergency  Ambulance  Runs 

24,721 

13,856 

28,074 

Maternity  Coses 

248 

1 1 1 

216 

Premature  Babies 

15 

20 

26 

Non-Emergency  Runs 

9,432 

3,865 

7,542 

Non-Service  Runs  (Refusals,  etc.) 

4,769 

2,970 

6,052 

Total  Ambulance  Runs 

39,185 

20,822 

41,910 

Response  of  Mobile  Hospital  Unit 

63 

40 

86 

Emergency  Squad  Doctor 

4 

6 

8 

COMMUNICATIONS: 

Box  Alarms — Actual  Emergencies 

6,719 

2,763 

5,528 

False  Box  Alarms 

2,960 

1,705 

3,920 

Silent  Telephone  Alarms 

13,767 

8,145 

16,800 

False  Silent  Alarms 

1,721 

404 

7/8 

Special  Alarms 

64 

23 

69 

Total  Alarms  Dispatched 

25,231 

13,040 

27,095 

MULTIPLE  ALARMS: 

2nd  Alarms 

29 

30 

49 

3rd  Alarms 

1  7 

7 

13 

4th  Alarms 

6 

3 

6 

5th  Alarms 

2 

2 

3 

6th  Alarms 

3 

2 

4 

7th  Alarms 

4 

0 

0 

8th  Alarms 

1 

1 

3 

9th  Alarnrts 

0 

0 

0 

10th  Alarms 

1 

0 

0 

14th  Alarms 

0 

1 

0 

63 

46 

78 

31,375 
16( 

i; 

6,2i; 

5,94 
43, 

i: 


20,50d; 

1,195; 

36,995 


TICS 


IRE  PREVENTION  INSPECTIONS: 

By  Fire  Prevention  Bureau 
Hospital,  Institutional  and  other  special 
inspections  by  Fire  Prevention  Bureau 
Company  Officer  Inspections 
Company  In  Service  Dwelling  Inspections 

Total  Inspections 
IRE  INVESTIGATION: 

Citizens  killed  by  fire 
Citizens  injured  by  fires 
Number  of  fires  investigated 
Fires  of  suspicious  origin 
Convictions  for  Arson,  Juvenile  Delin- 
quency and  Malicious  Mischief 

■IRE  SCHOOL: 

Basic  Trainees 
Refresher  Training — 

Units  Attending 

Members  Attending 

Driver  Training — 
Units  Attending 

Members  Attending 

Industrial  Fire  Brigade 
Short  Course  attended  by 
CD.  Auxiliary  Fire  Fighters  trained 

EN  BUSIEST  COMPANIES: 


Engines 

Runs 

19 

1960 

9 

1595 

14 

1587 

36 

1414 

8 

1401 

38 

1299 

6 

1296 

25 

1264 

20 

1255 

13 

1249 

1/1/66 

7/1/66 

7/1/67 

to 

to 

to 

1965 

6/30/66 

6/30/67 

6/30/68 

38,743 

23,605 

38,541 

36,277 

752 

274 

596 

876 

9,228 

17,212 

16,840 

6,079 

14,195 

16,301 

56,335 

29,958 

62,560 

70,666 

57 

43 

65 

79 

246 

121 

210 

213 

4,046 

2,038 

4,599 

4,726 

3 1 3 

45 

1 75 

207 

110 

203 

432 

58 

89 

34 

65 

88 

566 

513 

872 

920 

3,108 

2,842 

4,987 

5,063 

261 

1 1 1 

200 

290 

1,338 

617 

1,067 

1,550 

7 1 0 

280 

83 1 

593 

52 

32 

65 

23 

Trucks 

Runs 

10 

1371 

5 

1363 

13 

991 

4 

940 

15 

926 

1 1 

868 

1 

830 

18 

777 

8 

741 

2 

690 

PROMOTIONS  I 


DEPUTY  CHIEF 

Herbert  W.  Catterton 

CHIEF  OF 

FIRE  COMMUNICATIONS 

George  S.  Miller 

BATTALION  CHIEF 

Joseph  Berman 

Thomas  j.  Burke  (F.P.B.) 

Howard  L.  Rosewag 

CAPTAIN 

Francis  E.  Dolan 

Albert  E.  Eminizer  (F.P.B.) 

Patrick  P.  Flynn 

Kenneth  L.  Fritsch 

Charles  F.  Cress  (F.I.B.) 

Thomas  F.  Holden  (F.P.B.) 

John  C.  Kehs 

John  C.  Madsen 

Adam  F.  Stacharowski  (F.I.B.) 

Walter  E.  Stephens 

CHIEF  FIRE  ALARM  OPERATOR 

Leo  W.  Barczak 

REPAIR  SHOP  FOREMAN 

Calvin  C.  Keil.  Sr. 

FIRE  ALARM  OPERATOR 

Lewis  W.  Stotler,  Sr. 

PILOT 

Albert  D.  Rosenberger 


LIEUTENANT 

William  K.  Cook 
Marshall  L.  Crue  (F.P.B.) 
Martin  W.  Duffy  (F.P.B.) 
Alfred  M.  Feathers 
Thomas  E.  Frazier 
Cleveland  Cillis 
Vernon  R.  Craves  (F.P.B.) 
John  R.  Griffith  (F.P.B.) 
Albert  L.  Grosscup 
Robert  Hatoff  (F.P.B.) 
Charles  W.  Immel 
Calvin  Johnson 
George  E.  Moeller,  Jr. 
William  W.  Thompson 
William  P.  White 
Herman  Williams,  Jr. 

I 

PUMP  OPERATOR 

Emanuel  W.  Coleman 
George  T.  Dawson 
Rolland  W.  Derflinger 
James  R.  Diggs 
Roger  Eichelberger 
Robert  Hatoff 
Robert  T.  Langan 
Charles  H.  Meile,  Jr. 
James  A.  Miller 
Ronnie  L.  Owens 
James  E.  Parrish 
Frederick  C.  Rafferty 
Carl  M.  Sturm 
Elias  C.  Taylor 
Alphonso  Thornton 
David  Williams,  Jr. 
Robert  E.  Williams 


-DEATHS- 


LINE  OF  DUTY: 

Fire  Fighter  James  L.  Grahe 
Fire  Fighter  William  A.  Bernhard 
Lieutenant  Joseph  H.  Zajoc 

ACTIVE  MEMBERS: 

Fire  Fighter  George  P.  Stuehler 
Fire  Fighter  Frank  M.  Beczkowskl 

PENSIONED  MEMBERS: 

Machinist  Thomas  J.  A.  Walsh,  Sr. 
Fire  Fighter  John  T.  Neff,  Jr. 
Fire  Fighter  Edgar  L.  Eiser 
Fire  Fighter  Walter  N.  Bruno 
Fire  Fighter  George  L.  Howard  « 
Captain  Melvin  R.  Jenkins 
Pump  Operator  Charles  E.  Ross,\ 
Captain  Theodore  L.  Paris 
Fire  Fighter  Andrew  H.  Bennettx 
Lieutenant  Robert  G.  Santmver 
Fire  Fighter  Albert  L.  Koehler 
Fire  Fighter  John  W.  Slitzer  ; 
Captain  Edward  Studz  \ 
Fire  Fighter  Michael  J.  Denziein 

((v     Fire  Fighter  Edmond  M.  Holi,  Jr. 

^     Fire  Fighter  William  L.  Leory 
Captain  Albert  McGonigle,  Sr. 
Fire  Fighter  John  J.  Dickerson, 
Fire  Fighter  Frank  J.  Nasuto 
Fire  Fighter  Charles  Heise 
Lieutenant  Louis  Albert 
Asst.  Mar.  Engr.  Leo  T.  Backus 
Battalion  Chief  Michael  W.  Horon 
*Commissioner  John  E.  Knox 
Pump  Operator  John  B.  Steger 
Fire  Fighter  Bernard  Degnan 
Telephone  Operator  Michael  J.  Kennedy 
Battalion  Chief  Edward  J.  McKewen 
Fire  Fighter  Elick  Hartka 
Captain  Adam  W.  Rutkowski 
Fire  Fighter  Albin  A.  Niedling 
Fire  Fighter  James  W.  Cotton 
Fire  Fighter  Julius  M.  Trapp 
Fire  Fighter  Floyd  Musk 
Captain  John  H.  Kilmore 
Fire  Fighter  Frank  M.  Waiters 
Fire  Fighter  George  J.  McGee 
Fire  Fighter  Edward  A.  Rominski 
Fire  Fighter  Adam  V.  Kolb 
Pump  Operator  Raymond  W.  Bryant 
Pump  Operator  John  M.  Foeller 
Fire  Fighter  Louis  R.  Gauer,  Sr. 
Superintendent  George  J.  W.  Merle 
Lieutenant  George  A.  Sommerman 
Automotive  Mechanic  Stephen  E.  Freeze 
Lieutenant  Romie  Elliott 
Fire  Fighter  John  H.  Vahle 

*  Former  Fire  Commissioner. 


T-5 

12/  4/67 

E-5 1 

•3  /OD  //CO 

T-24 

5/  6/68 

E-5 

3/  6/68 

T-24 

R.S. 

71  3/67 

T-21 

7/  8/67 

E-40 

7/12/67 

E-13 

7/18/67 

E-29 

7/22/67 

T-20 

8/  5/67 

E-20 

8/22/67 

T-21 

91  A/67 

E-12 

91  5/67 

91  8/67 

r5lf  1 

1  fe^.i{^^ 

iJItJIU 

lui'^1^7 

mr\^niU7 

^^10/28/67 

N  10/31/67 



^  11/14/67 

WT-1 

12/  6/67 

T-10 

12/14/67 

E-46 

12/20/67 

T-14 

1/  2/68 

E-48 

1/  4/68 

F.P.B. 

1/17/68 

Hdqtrs. 

1/23/68 

E-4 

1/24/68 

E-3 

1/26/68 

F.A.T. 

1/28/68 

6th  Bat. 

2/  3/68 

T-13 

2/  8/68 

T-26 

2/26/68 

E-19 

3/  2/68 

E-9 

3/  3/68 

E-47 

3/  4/68 

C-2 

3/  7/68 

T-27 

3/12/68 

H-5 

3/22/68 

T-13 

3/28/68 

E-48 

3/30/68 

C-1 

4/  2/68 

E-29 

4/  8/68 

E-1 1 

4/15/68 

H-2 

4/29/68 

R.S. 

5/15/68 

T-11 

5/21/68 

R.S. 

6/12/68 

E-47 

6/22/68 

E-35 

6/30/68 

LAke  those  who  have  gone  before, 
may  they  give  and  never  count  the 
cost,  fight  and  never  heed  the  dan- 
ger, labor  and  ask  for  no  reward 
except  the  knowledge  that  they  are 
serving  Thee.  And  when  their  work 
on  earth  is  done,  grant  them  a 
place  in  Thy  kingdom. 


<r 


I 

nnual  Report  •  1968  —  1969 


•  •  •  S  T  A  T  I 


7/1/66 

7/1/67 

7/1/68 

FIRES: 

to 

to 

to 

6/30/67 

6/30/68 

6/30/69 

Dwellings 

4,436 

5,000 

3,954 

Commercial  and  Industrial  Establishments 

892 

682 

493 

All  other 

9,010 

12,743 

11,008 

Total  Fires 

14,338 

18,425 

15,445 

FIRE  LOSS 

7/1/66  to  6/30/67 
7/1/67  to  6/30/68 
7/1/68  to  6/30/69 

AMBULANCE: 

Emergency  Ambulance  Runs 
Maternity  Cases 
Premature  Babies 
Non-Emergency  Runs 
Non-Service  Runs  (Refusals,  etc.) 
Total  Ambulance  Runs 
Response  of  Mobile  Hospital  Unit 
Emergency  Squad  Doctor 

COMMUNICATIONS: 

Box  Alarms — Actual  Emergencies 
False  Box  Alarms 
Silent  Telephone  Alarms 
False  Silent  Alarms 
Special  Alarms 

Total  Alarms  Dispatched 

MULTIPLE  ALARMS: 

2nd  Alarms 
3rd  Alarms 
4th  Alarms 
5th  Alarms 
6th  Alarms 
7th  Alarms 
8th  Alarms 
9th  Alarms 
10th  Alarms 
1  1th  Alarms 
12th  Alarms 


5,787,089.30 
5,846,566.86 
8,720,239.56 


28,074 

31,379 

36,695 

216 

160 

153 

26 

15 

1 1 

7,542 

6,215 

6,360 

6,052 

5,941 

8,540 

41,910 

43,710 

51,595 

86 

104 

97 

8 

13 

6 

5,528 

9,400 

6,072 

3,920 

5,860 

6,676 

16,800 

20,506 

17,843 

778 

1,199 

1,297 

69 

34 

202 

27,095 

36,999 

32,090 

49  31  48 

13  8  21 

6  1  15 

3  6  7 

4  1  13 
0  0  0 
3  0  1 
0  1  0 
0  0  1 
0  0  0 
0  0  1 
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ST  ICS 


7/1/66 

7/1/67 

7/1/68 

FIRE  PREVENTION  INSPECTIONS: 

to 

6/30/67 

to 

6/30/68 

to 

6/30/69 

By  Fire  Prevention  Bureau 

38,541 

36,277 

35,931 

Hospital,  Institutional  and  other  special 

inspections  by  Fire  Prevention  Bureau 

596 

876 

1,104 

Company  Officer  Inspections 

9,228 

17,212 

16,580 

Company  In  Service  Dwelling  Inspections 

14,195 

16,301 

14,485 

Total  Inspections 

62,560 

70,666 

68.100 

FIRE  INVESTIGATION: 


Citizens  killed  by  fire 

65 

79 

56 

Citizens  injured  by  fires 

210 

213 

220 

Number  of  fires  investigated 

4,599 

4,726 

4,476 

Fires  of  suspicious  origin 

175 

207 

223 

Convictions  for  Arson,  Juvenile  Delin- 

quency and  Malicious  Mischief 

432 

58 

62 

FIRE  SCHOOL: 

Basic  Trainees  65  88  88 

Refresher  Training — 

Units  Attending  872  920  1,072 

Members  Attending  4,987  5,063  5,884 

Driver  Training — 

Units  Attending  200  290  256 

Members  Attending  1,067  1,550  1,404 

Industrial  Fire  Brigade 

Short  Course  attended  by  831  593  361 

CD.  Auxiliary  Fire  Fighters  trained  65  23  442 


TEN  BUSIEST  COMPANIES: 


Engines 

Runs 

Trucks 

Runs 

E-19 

1713 

T-5 

1696 

E-14 

1444 

T-10 

1650 

E-8 

1382 

T-15 

1266 

E-58 

1370 

T-4 

1 118 

E-9 

1359 

T-1  1 

1085 

E-25 

1281 

T-13 

1084 

E-20 

1253 

T-8 

1010 

E-6 

1200 

T-1 

986 

E-18 

1168 

T-1 8 

873 

E-38 

1 104 

T-22 

817 

Life  Saving  —  Fire  Department  Style! 


After  rescuing  three  unconscious  and  non-breathing  childi 
from  a  burning  dwelling,  the  fire  fighters  involved  are  shot 
above  in  a  dramatic  struggle  to  restore  breathing  by  mouth 
mouth  resuscitation. 

The  photo  below,  taken  two  weeks  later,  shows  the  thi 
children,  hale  and  hearty  after  their  frightening  expei 
expressing  their  gratitude  to  their  rescuers. 


7/1/67 

7/1/68 

7/1/69 

to 

6/30/68 

to 

6/30/69 

to 

6/30/70 

Dwellings 

5,000 

3,954 

7,203 

Commercial  and  Industrial  Establishments 

682 

493 

1,157 

All  other 

12,743 

11,008 

13,285 

1  tJlCl  1    III  Co 

cipp  1  ncQ 
riiAEi  LUoo 

7/1/67  to  6/30/68 

5,846,566.86 

7/1/68  to  6/30/69 

8,720,239.56 

7/1/69  to  6/30/70 

6,111,412.16 

AMRI 11  ANPF 
MIVI D  U  L,M  IN  Lr  H 

Emergency  Ambulance  Runs 

31,379 

36,695 

39,173 

Maternity  Cases 

160 

1  oo 

133 

Premature  Babies 

15 

11 

6 

Non-Emergency  Runs 

6,215 

6,360 

2,771 

Non-Service  Runs  (Refusals,  etc.) 

5,941 

8,540 

8,737 

Total  Ambulance  Runs 

43,710 

51,595 

50,814 

Response  of  Mobile  Hospital  Unit 

104 

97 

100 

Fmpropnpv/  ^nii?*H  Pinptnr 
Liiicigdiuy  o^uau  i-/u^«LUi 

lo 

b 

16 

rniUIMl  IN  IP  ATI  HNQ 
UL/IVIIVIUINILrM  1  lUINo 

Box  Alarms  —  Actual  Emergencies 

9,400 

6,072 

5,427 

False  Box  Alarms 

5,860 

6,676 

5,944 

Silent  Telephone  Alarms 

20,506 

17,843 

16,689 

False  Silent  Alarms 

1,199 

1,297 

1,209 

Special  Alarms 

34 

202 

254 

li^lCII  /^lOMIIo  L^IO|Ja  ICU 

32  090 

29,523 

Mill  TIDI  P  Al  ADMQ 
mULIIrLt  MLMKlVIo 

2nd  Alarms 

31 

48 

50 

3rd  Alarms 

8 

21 

19 

4th  Alarms 

1 

15 

11 

5th  Alarms 

6 

7 

4 

6th  Alarms 

,1 

13 

3 

7th  Alarms 

0 

0 

1 

8th  Alarms 

0 

1 

1 

9th  Alarms 

1 

0 

1 

10th  Alarms 

0 

1 

1 

11th  Alarms 

0 

0 

0 

12th  Alarms 

0 

0 

o 

£. 

48 

107 

95 

FIRE  PREVENTION 
INSPECTIONS 

By  Fire  Prevention  Bureau 
Hospital,  institutional  and  other  special 
inspections  by  Fire  Prevention  Bureau 
Company  Officer  Inspections 
Company  In  Service  Dwelling  Inspections 

Total  Inspections 


7/1/67 

7/1/68 

7/1/69 

to 

to 

to 

6/30/68 

6/30/69 

6/30/70 

36,277 

35,931 

31,756 

876 

1,104 

348 

17,212 

16,580 

14,073 

16.301 

14,485 

12,306 

70,666 

68,100 

58,483 

FIRE  INVESTIGATION 


Citizens  killed  by  fire 

79 

56 

48 

Citizens  injured  by  fir.es 

213 

220 

176 

Number  of  fires  investigated 

4,726 

4,476 

4,410 

Fires  of  suspicious  origin 

207 

223 

224 

Convictions  for  Arson,  Juvenile  Delin- 

quency and  Malicious  Mischief 

58 

62 

48 

FIRE  SCHOOL 

Basic  Trainees  88  88  101 

Refresher  Training — 

Units  Attending  920  1,072  621 

Members  Attending  5,063  5,884  3,650 

Driver  Training — 

Units  Attending  290  256  171 

Members  Attending  1,550         1,404  1,253 

Industrial  Fire  Brigade 

Short  Course  attended  by  593  361  191 

CD.  Auxiliary  Fire  Fighters  trained  23  13  17 


TEN  BUSIEST  COMPANIES 


Engines 

Runs 

Trucks 

Runs 

E-14 

1318 

T-10 

1585 

E-8 

1290 

T-5 

1416 

E-20 

1243 

T-15 

1029 

E-25 

1235 

T-11 

1012 

E-9 

1215 

T-13 

1010 

E-19 

1209 

T-18 

954 

E-58 

1111 

T-8 

935 

E-6 

1107 

T-22 

920 

E-29 

1079 

T-1 

914 

E-24 

1068 

T-2 

847 

STATISTICS 


FIRES 

Dwellings 

Commercial  and  Industrial  Establishments 
All  other 

Total  Fires 


FIRE  LOSS 

7/1/68  to  6/30/69 


7/1/68 
to 

6/30/69 

3,954 
493 
11,008 

15,455 


7/1/70 


7/1/68 


7/1/69 


7/1/70 


to 

to 

FIRE  PREVENTION 

to 

to 

to 

6/30/70 

6/30/71 

INSPECTIONS 

6/30/69 

6/30/70 

6/30/71 

7,203 

7,692 

By  Fire  Prevention  Bureau 

35,931 

39,662 

39,381 

1,157 

1,474 

Hospital,  institutional  and  other  special 

13,285 

12,047 

inspections  by  Fire  Prevention  Bureau 

1,104 

348 

566 

21,213 

Company  Officer  Inspections 

16,580 

14,073 

12,419 

21 ,645 

Company  In  Service  Dwelling  Inspections 

14,485 

12,306 

11,226 

Total  Inspections 

68,100 

66,389 

63,592 

8,720,239.56 


7/1/69  to  6/30/70 

6,111,412.16 

7/1/70  to  6/30/71 

5,385,877.29 

AMBULANCE 

Emergency  Ambulance  Runs 

36,695 

39,173 

46,543 

Maternity  Cases 

153 

133 

225 

Promatiirp  RjihiPQ 

11 

6 

35 

Non-Emergency  Runs 

6,360 

2,771 

546 

Non-Service  Runs  (Refusals,  etc.) 

8,540 

8,737 

8,960 

Total  Ambulance  Runs 

51,595 

50,814 

56,309 

Response  of  Mobile  Hospital  Unit 

97 

100 

151 

Emergency  Squad  Doctor 

6 

16 

9 

COMMUNICATIONS 

Box  Alarms— Actual  Emergencies 

6,072 

5,427 

1 1 ,238 

False  Box  Alarms 

6,676 

5,944 

5,483 

^ilont  Tplonhono  Alarms 

17,843 

16,689 

19,560 

False  Silent  Alarms 

1,297 

1,209 

1^464 

Special  Alarms 

202 

254 

603 

Total  Alarms  Dispatched 

32,090 

29,523 

38,348 

MULTIPLE  ALARMS 

2nd  Alarms 

48 

50 

91 

3rd  Alarms 

21 

19 

32 

4th  Alarms 

15 

11 

13 

5th  Alarms 

7 

4 

5 

6th  Alarms 

13 

3 

6 

7th  Alarms 

0 

1 

0 

8th  Alarms 

1 

1 

0 

9th  Alarms 

0 

1 

1 

10th  Alarms 

1 

1 

1 

11th  Alarms 

0 

0 

0 

12th  Alarms 

0 

2 

0 

107 

"95 

149 

FIRE  INVESTIGATION 

Citizens  killed  by  fire 
Citizens  injured  by  fires 
Number  of  fires  investigated 
Fires  of  suspicious  origin 
Convictions  for  Arson,  Juvenile  Delin- 
quency and  Malicious  Mischief 


FIRE  SCHOOL 

Basic  Trainees 

Refresher  Training- 
Units  Attending 
Members  Attending 

Driver  Training- 
Units  Attending 
Members  Attending 

Industrial  Fire  Brigade 
Short  Course  attended  by 
CD.  Auxiliary  Fire  Fighters  trained 


TEN  BUSIEST  COMPANIES 


56 

48 

54 

220 

176 

208 

4,476 

4,410 

4,268 

223 

224 

90 

62 

48 

46 

88 

101 

148 

1,072 

621 

391 

5,884 

3,650 

1,744 

256 

171 

85 

1,404 

1,253 

368 

361 

191 

205 

13 

17 

35 

Engines 

Runs 

Trucks 

E-9 

1765 

T-10 

E-19 

1717 

T-5 

E-8 

1677 

T-4 

E-13 

1596 

T-11 

E-25 

1580 

T-15 

E-14 

1543 

T-1 

E-46 

1488 

T-13 

E-6 

1474 

T-8 

E-38 

1445 

T-22 

E-24 

1399 

T-2 

Runs 

1570 
1386 
1302 
1066 
1037 
1019 
1005 
91 C 
897 
887 


Maryland  *  Rake  Book  Room 
University  Of  Maryland  Libraioi 
College  Park,  Md. 
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DO  NOT  CIRCULATE 


